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ORGANIZATION OF THE PARTS-DATA LIST 


The parts-data list is divided into three sections, The first section of the list describes all 
of the replaceable parts and assemblies which constitute the airborne equipment. The second 
section of the list describes all of the replaceable parts and assemblies of the ground-based 


equipment, The third section contains an alphabetical list of manufacturers' names and addresses. 


Only PARTS considered replaceable are listed. Where a special fixture is required to disassemble 
and re-assemble parts, the parts are not considered replaceable, and the entire assembly is listed. 


- Standard hardware items are not included in the list, but all electronic parts are tabulated. 


Where a particular type of part (e.g., a 100-ohm resistor) is used in more than one place, the 
.number of such parts used in the equipment is listed in the ITEMS PER EQUIPMENT column of the 
parts-data list. The number of items used in the equipment is listed opposite the initial part 
description. Descriptions of duplicate parts are limited to 'Same as... ,' and the number of 


items per equipment is not repeated. 


In Section I of the parts-data list, each number of ITEMS PER EQUIPMENT is tabulated in terms of 
the System 1 airborne equipment. In Section I, ITEMS PER EQUIPMENT refers to the ground-based 


equipment, 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


oP 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


The first item listed on Sheet lis the MASTER ASSEMBLY. This MASTER ASSEMBLY includes all 
of the equipment units (COMPLETE ASSEMBLIES) and interunit cables which comprise System 1 
airborne equipment. On the MASTER ASSEMBLY drawing, the equipment units are referred to by 
letter-number designations (Al, B, W1201, etc. ). Also, each equipment unit has a nameplate bearing 
an MP number (MP10922, MP10737, etc.). The first two pages of the parts-data list provide a 


correlation between the letter-number designations and the MP-number designations. 


Each item listed in the parts-data list bears an item number. The item numbers are assigned in 
sequence (beginning with item 1) to each COMPLETE ASSEMBLY, to each ASSEMBLY, and to each 


PART. As an index, the item numbers pertaining to each COMPLETE ASSEMBLY are listed on the 


first two sheets of the parts-data list. 


The MP number of one of the COMPLETE ASSEMBLIES appears at the top of each of the pages. 
Replaceable ASSEMBLIES of the COMPLETE ASSEMBLY are listed on these pages, with replaceable 


PARTS of the ASSEMBLIES listed immediately below the ASSEMBLY description. The left-hand 


margin of each PART description is indented. 
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EQUIPMENT ONENCES REY SYSTEM 1 SHEET 1 OF 148 SHEETS 


Oved eTe S SES | x=-RO = GU0ZU004Z000 T-0 
ave OF CONTRACTOR The Ramo-Woo aries CONTRACT ~W Project 50 PARIS DATA LIST 
4 9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR J ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 
YSTEM ONE, MASTER ASSEMBLY R-W Dwg. 
The master assembly includes the 50400001 
following units: 
(Either) MP10922. This unit is a | UNIT MP10922 Ramo- R-W Dwg. |2 Req. Per 
complete assembly. Replaceable Al Wooldridge 50402014 System 
parts and assemblies are listed 
las items 1 through 7, 
(Or) MP10308. This unitis a UNIT MP10308 Ramo- R-W Dwg. 2 Req. Per 
complete assembly. Replaceable ' A2 Wooldridge 50402025 System 
parts and assemblies are listed as 
items 8 through 12.. 
MP10641. This unit is a complete} UNIT MP10641 Ramo- R-W Dwg. 2 Req. Pe 
assembly. Replaceable parts and Cl Wooldridge 50404078 System 
assemblies are listed as items 
13 through 113. 
MP10737. This un:tis a complete; UNIT MP10737 Ramo- R-W Dwg. 1 Req. Per 
assembly. Replaceable parts and B Wooldridge 50401002 System 
assemblies are listed as items 
114 through 468. 
P10406. This unit is a complete] UNIT MP10406 Ramo- R-W Dwg. 1 Req. Per 
assembly. Replaceable parts and C2 Wooldridge 50403201 System 
assemblies are listed as items 
469 through 491, 
P63003. This unit is a complete} W1201 MP63003 Ramo- R-W Dwg. 1 Req. Per 
assembly. Replaceable parts and and Wooldridge | 50400002 System 
assemblies are listed as items Wwiz04 1 Req. Per]. 
492 through 494, System 
IMP63005. This unit is a complete} W1202 MP63005 Ramo- R-W Dwg. 1 Req. Per 
Assembly. Replaceable parts and ; Wooldridge | 50400003 System 


assemblies are listed as items 
495 through 497, 
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EQUIPMENT (NOMENCLATURE) 


SYSTEM 1 


NAME OF CONTRACTOR Ramo/Appeqed horRelease cl BAQP HOC FIA-RBPSIBRES}8RO00200040001-0 


| e 
ITEM NO.J]COMPLETE DESCRIPTION OF ITEM 


MP63004,. This unit is a com- 
plete assembly, Replaceable 
parts and assemblies are listed 
as items 498 through 502, 


MP63006. This unit is a com- 
plete assembly. Replaceable 
parts and assemblies are listed 
as items 503 through 5ll. 


MP10566. This unit is a com- 
plete assembly. Replaceable 
parts and assemblies are listed 
as items 512 through 824. 


RE-RECORD EQUIPMENT. 
This equipment includes the 


replaceable parts and assemblieg 


listed as items 825 through 848. 


AUXILIARY EQUIPMENT. 
Equipment and supplies used in 


operating and maintaining System 


lare listed as items 849 through 
891. 


3 4 is} 6 
CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR 
SYMBOL | STOCK NO. OF ITEM STOCK NO. 

MP63004 |Ramo- R-W Dwg. 
Wooldridge 50400004 


R-W Pweg. 
50400005 


Ramo- 
Wooldridge 


MP63006 


R-W Dwg. 
50403357 


Ramo- 
Wooldridge 


MP10566 
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9 
JAN TYPE 
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AIRBORNE EQUIPMENT 
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EQUIPMENT (NOMENCLATURE) 
ne OF CONTRACTOR Ramo-W 


|COMPLETE DESCRIPTION OF ITEM 


MP10922, COMPLETE ASSEMBLY 
Over-all dimensions 9,95 in. lg 
x 11.8lin. dia. MP10922 engraved 
on nameplate. Consists of the 
following replaceable parts and 
assemblies: 


OVETD 


DIPOLE AND REFLECTOR 
Assembly. Consists of a double-} 
dipole reflector feed, reflector, 
and center-conductor assembly. 
Over-all dimensions 6, 88 in. lg 
xll.8lin, dia. MP10922 engraved 
on nameplate. 


CONNECTOR, Main Tube. Made 
from #2024 ST-4 aluminum bar. 
Over-all dimensions 0, 812 in. lg 
x 0.750 in. dia. One end has an 
O.D. of 0.520 in., an I.D. of 
0.284 in. with a 5/16-48 NF-3 
thread 0.250 in. lg. The other 
end has an O.D. of 0.470 in. 
with a 15/32-40 NF-3 thread 
0.130 in. lg, an I. D. of 0.374 in. 
The 0.750 in. dia is medium 
knurled. Connector is gold 
plated. 


BUSHING, Conductor Support. 
Made from teflon 0.500 in. lg x 
0.375 in. dia with a 0.115 in, dia 
hole through the center. 


ADAPTER, Coaxial. Made from 
#2024 ST- 4 aluminum bar. Ove 
all dimensions 0.600 in, 1ARPYSF 


J 
ooldridge 


MP10922 OF SYSTEM 1 
= ep CONTRACT 


CIRCUIT 


SHEET 3 OF 
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CONTRACTOR'S ACTUAL MFG. MFG. TYPE OR {ITEMS PER | RECOMMENDED QUAN. 
SYMBOL [STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


MP10922 


MP10310 


MP10114 


MP10307 


MP10097 


Ramo- 


Wooldridge 50402014 


Items 1, 2, 5, 
6, and 7 of 
R-W Dwg. 
50402014 


1 Req. Per 
Complete 
Ass'y. 

(2/Sys.) 


Ramo- 
Wooldridge 


R-W Dwg. 
50402011 


Ramo- 
Wooldridge 


Complete 


R-W Dwg. 
50402013 


1 Req. Per 
Complete 
Ass'y. 
(2/Sys.) 


Ramo- 
Wooldridge 


1 Req. Per 
Complete 


Ramo- 
Wooldridge 


50402012 
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EQUIPMENT (NOMENCLATURE) MP10922 OF SYSTEM 1 SHEET 4 OF SHEETS 
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ITEM NO, COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR | ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL |STOCK NO. OF ITEM STOCK NO. | EQUIPMENT] PER EQUIPMENT 
ADAPTER, Coaxial. (Cont'd. ) MP10097 j|Ramo- R-W Dwg. Il Req, Per 
in. dia. One end has an O.D. rp Wooldridge 50402012 Complete 
0.75 in. medium knurled, an I.D Ass'y. 
of 0.438 in. with a 7/16-40 NF -3 (2/Sys.) 
thread 0.125 in. lg. The other 
end has an O.D, of 0.625 in. 
with a 5/8-24 NF-3 thread 0.354 
in. lg. Adapter is gold plated. 
CRYSTAL MOUNT, Coaxial. MPI10151 | Waveline, i Req. Per 
Over-all dimensions 2.375 in. Ig Inc. Complete 
x 0.820 in. dia. Nickle plated. Ass'y. 
(2/Sys.) 
CRYSTAL, Silicon diode Type MP55002 | Microwave 1 Req. Per 
MA-408. Over-all dimensions Assoc. Complete 
0.550 in. lg x 0.160 in. wide x Ass'y. 
0.160 in. high. Marked as fol- (2/Sys.) 


lows: MA-408 Microwave. 


b00200040001-0 | 
ep 


-RDP81B00878R 
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ume OF CONTRACTOR Rained ARPTOMeN PIgASe otha $LUS cr Bly SYP od SHULL SBUU4UUU -U Parts DATA LIST 
2 
SYMBOL i STOCK NO. OF ITEM STOCK NO. | EQUIPMENT} PER EQUIPMENT 
MP10308, COMPLETE ASSEMBL MP10308 Ramo- R-W Dwg. 2 Req. Per 


ieee all dimensions 6,44 in, lg Wooldridge 50402025 
.53 in. dia. MP10308 engraed 

on Geen lic. Consists of the 

following replaceable parts and 

assemblies: 


DIPOLE AND REFLECTOR MPI10183 Ramo- Items 1, 2,3, |1 Req. Per 
Assembly. Consists of a double-| . Wooldridge jand 6 of R-W | Complete 
dipole wave-guide feed, wave Dwg. 30402025] Ass'y. 
guide, and reflector. Over-all (2/Sys.) 
dimensions 4,688 in. lg x 6.53 | 

in. dia. MP10308 engraved on 

nameplate. 


FLANGED-WAVEGUIBE AND MP10152 Waveline, #616C-BNG jl Req. Per 
CRYSTAL HOLDER Assembly. : Inc. Complete 


Waveline Type #616C-BNC. Ass'y. 
; (2/Sys.) 


CAP, Crystal Holder. Waveline MP10084 Waveline, 1 Req. Per 
type (for above). Inc. CORTE ete. 

Ass'y. 

(2/Sys.) 
CRYSTAL. Silicon diode Type | MP55002 Microwave - 1Req. Per 
MA-408, Over-all dimensions : Assoc, Complete 
0.550 in. lg x 0.160 in. wide x Ass'y. 
0.160 in. high. Marked as fol- (2/Sys. ) 
lows: MA-408 Microwave. 
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EQUIPMENT 
NAME OF CONTRACTOR Ramo- ee Corp CONTRACT 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR {ITEMS PER | RECOMMENDED QUAN. 
SYMBOL |STOCK NO. OF ITEM STOCK NQ. [EQUIPMENT| PER EQUIPMENT 


13 


14 


15 


16 


(NOMENCLATURE) 


2 


MP10641 COMPLETE ASEMBLY. 
Over-all dimensions 7.125 in. lg 
x 5.125 in, wide x 1.968 in. high. 
MP10641 engraved on nameplate. 
Consists of the following replace 
able parts and assemblies: 


COVER ASSEMBLY. Formed 
from 0.032 in. sheet aluminum, 
Over-all dimensions 7.125 in. lg 
x 5.125 in. wide x .768 in. high, 
Drilled for mounting on the case 
assembly. Has four spacers for 
mounting the printed-circuit- 
board assembly. Includes three 
permanently-mounted and her- 
metically-sealed jacks anda 
gasket. MP10641 engraved on 
nameplate. Black-wrinkle fish. 


CASE ASSEMBLY. Formed 
from 0.032 in. sheet aluminum. 
Over-all dimensions 7.00 in. lg 
x 5,00 in. wide x 1.21 in. high, 
seven drilled and tapped mount- 
ing posts. Black-wrinkle finish. 


PRINTED CIRCUIT BOARD 
ASSEMBLY. Printed-circuit 
board, complete with all electri- 
cal and mechanical parts. Over 
all dimensions 6.50 in. lg x 4, 81 
in. wide x 1.375 in. high 


The following parts of the printed | 


circuit board assembly are re- 
placeable: 


MP10641 OF SYSTEM 1. 


ng MP10641 


MP10142 


MP10141 


MP10002 


: CIA-RDP81B00878R000200040001-0 


R-W —— 5021 


Ramo- 
Wooldridge 


Ramo- 


Wooldridge 


Ramo- 


Wooldridge 


Ramo- 
Wooldridge 


ae W Dwg 
50404078 


R-W Dwg. 


50404061 


R-W Dwg. 


50404059 


R-W Dwg. 
50404016 
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2 Req. Pe 
System 


1 Req. Per 
Complete 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Complete 
Ass'y.. 
(2/Sys.) 


1 Req. Per 
Complete 
Ass'y. 
(2/Sys. ) 


SHEET 6 OF SHEETS 
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JAN TYPE 


EQUIPMENT (NOMENCLATURE) MP10641 OF SYSTEM 1 SHEET 7. oF SHEETS 


aE OF EONTRACTOR ered reeves ene eUjeen sien se EAI DATA LIST 
9 
SYMBOL [STOCK NO. OF iTEM STOCK NO. EQUIPMENT] PER EQUIPMENT 
CAPACITOR, tantalum, dry C10l MP30003 {|General 29F 447 , 


Electric 


electrolytic, polarized 0, 875 in, 
lg x 0.281 in. dia, 4 mfd, 
150 vdew, +85C to -55C operating 


temperature 
CAPACITOR, fixed, ceramic- MP30045 | Centralab D6-102 12 
dielectric, 0.500 in. lg x 0.250 

in. dia, 1000 mmf, + 20%, 600 

vdew, 85C operating temperature 

Same as Cl10l 

Same as C102 

CAPACITOR, fixed, flat disc 5105 | MP30041 | a 28 
ceramic, 0.5938 in. dia, 0.02 

mfd, 600 vdcew 

Same as C105 

Same as C101 

Same as C102 

CAPACITOR, fixed, silver mica, MP30035 [ DM20C102J 4 


0.7812 in. lg x 0.4375 in. wide x 
0.2188 in. thick, 1000 mmf, + 5% 
500 vdew 


Same as C105 


8) 200040001-0 


EQUIPMENT (NOMENCLATURE) MpPl0641 OF S¥. 


NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT 


| 

| ie 
27 
28 


29 


30. 
31. 
32 
33 
34 


35 


36 
37. 
38 
39 
40 


vd 3 4 i) 6 7 8 
COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. | MFG. TYPE OR ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
; SYMBOL {STOCK NO. OF ITEM _ STOCK NO. {EQUIPMENT} PER EQUIPMENT 


Same as C105 
Same as Clil 
CAPACITOR, fixed, sub-minia- 
ture electrolytic; 0.375 in. lg x 
0.219 in. dia, 2 mfd, 100 vdew, 
+85C to -55C operating temper- 
ature 
Same as C105. 
Same as Cl1l7 
Same as C105 
Same as C105 
Same as C102 
CAPACITOR, dc, tantalum, dry 
electrolytic, polarized, 0.687 in 
lg x 0.187 dia, i mfd, 150 vdew, 
+85C to -55C operating temper- 
ature 
Same as C123 

| Same as C102 
Same as C105 

-Same as Gl102 
CAPACITOR, fixed, silver 
mica, 0.4375 in. ly x 0. 3438 in. 
wide x 0.2188 in, thick, 300 mmf 


+ 5%, 500 vdew, j+125C to -55C | 
operating temperature 


Cll5 
Cll6 
Cll? 


cus 
cug 

C120 
C121 
C122 
C123 


C124 


| G1Z5 


C126 


| G129 
C130 


09/09/08 : CIA-RDP81B00878R000200040001-0 
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'MP30005 


MP30002 


MP30040 


Mallory 


General . 
Electric 


El Menco’ 


TAP 


29F 469 


DMI15CG301) 


Approved For Release 1999/09/08 : CIA?RDP81B00878R0P0200040001-0 


SHEET 8 = oF SHEETS 


PARTS DATA LIST 
9. 


EQUIPMENT (NOMENCLATURE) MPI0641 ene 4990I0e108 + CIA-RDPH1 BOG878R000200040001-0 SHEET 9 oF SHEETS 
NAME OF CONTRACTOR Ramd=Woo ea COECONTRACT R-W bois 5021 PARTS DATA LIST 


9 
ITEM NO.{ COMPLETE SesCaa TON OF ITEM CIRCUIT See ACTUAL MFG. MFG. TYPE OR | ITEMS PER Sieee QUAN. JAN TYPE 
SYMBOL | STOCK ' NO. OF ITEM ‘STOCK NO. [EQUIPMENT] PER EQUIPMENT 


Same as Cl1l7 C131 


CAPACITOR, fixed, silver C132 -MP30036 El Menco DMI9C501J 2 
mica, 0, 4375 in. lg x 0, 3438 in, 
wide x 0.2188 in.” thick, 500 mmf 
+5%, 500 vdew, +125C to -55C. 
y Operating temperature’ 
| Same as C105 C133 
Same as C105 C134 
DIODE, silicon junction, 0.210 CR102 MP55003 Texas —601C - 4 
in. lg x 0.210 in. wide x 0.135 Instrunfent 
in. thick, 2 leads, 1.50 in. lg 
= x 0.017 in. dia 
Same as CR102 CR103 
DELAY LINE, 4.00 in. lg x DL101 | MP64002 Brubaker. DL-190. 2 
2 0.375,in. dia, 500 ohm impe- , 
dance 
—_ 


"AY 


Approved For Relqase 1999/09/08 : GIA-RDP81B00878R000200040001-0 


; A \ : - )4- 
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NAME OF CONTRACTOR Remo Wie orice. Corp CONTRACT 


7 2 3 4 5 6 7 8 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. MFG. TYPE OR J ITEMS PER |RECOMMENDED QUAN. 
, SYMBOL | STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 


48 


49 
50 

51 

52 
53 
54 


55 


RESISTOR, fixed, composition, 
15,000 ohms, + 5%, 1/2 watt 


| RESISTOR, fixed, composition, 


4700 ohms, + 5%, 1/2 watt 


RESISTOR,. fixed, composition, 


3900 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
270 ohms, + 5%, 1/2 watt 


“RESISTOR, fixed, composition, 


100, 000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
6800 ohms, + 5%, 3 watt 


RESISTOR, fixed, composition, 
5100 ohms, + 5%, 1 watt 


RESISTOR, fixed, composition, | 


220 ohms, + 5%, 1/2 watt 
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R101 


R102 


R103 


_ R104 


R105 


R108 
‘R109 


R10 


MP20234 


MP20219 


MP20189 


_MP20]22 


MP20296 


MP20002 


MP20321 


MP20146 


R-W Project 5021 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 


Bradley 


Allen- 


Brudley 


Allen- 
Bradley 


Sprague 


Allen- 
- Bradley 


Allen- 


Bradley - 


EB 


EB 


EB 


EB 


EB 


151E 


GB 


EB 


{ 


2 


20 
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RC20GF153J 


RC2Z0GF472J 


RC20GF3925 


RC20GF271J 


RC2Z0GF104J 


RC30GF512J 


RG2Z0GF221. 
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SHEET OF SHEETS 
NAME OF CONTRACTOR Ramo- — Corp. SOUTRALT R-W Project 5021 Pass DATA LIST 
9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 
RESISTOR, fixed, composition, Rill MP20138 Allen- RC2Z0 GF 302J 
3000 ohms, + 5%, 1/2 watt Bradley 
57 Same as R105 R112 
58 | RESISTOR, fixed, composition, | R15 MP20368 | Allen- EB 19 | RC20GF223J 
22,000 ohmg,. + 5%, 1/2. watt Bradley 
59° RESISTOR, fixed, composition, | R116 MP20174 Allen- EB 7 J RC20GF511J 
510 ohms, + 5%, 1/2 watt Bradley 
60 RESISTOR, fixed, composition, R117 MP20102 Allen- EB 2 RC20GF182J 
1800 ohms, + 5%, 1/2: watt Bradley 
61 Same as R105 R18 
62 Same as R103 R122 
63 Same as R11 “| R123 
64 -RESISTOR, fixed, composition, R124 ~ MP20263 Allen- EB 2 RC20GF133I 
13,000 ohms, + 5%, 1/2 watt Bradley , 
65 RESISTOR, fixed, composition, R125 MP20255 Allen- - EB 2 RC20GF752IJ 
7500 ohms, + 5%, 1/2 watt Bradley 
66 | Same as R105 R126 
67 RESISTOR, fixed, composition, R127 MP20157 Allen- EB 4 . . RC2Z0GF105J 
1,0 meg, + 5%, 1/2 watt Bradley 
68 | RESISTOR, fixed, compdAi2¥a? FPr Release ia cll DP£r4300878R00) 20004088 -0 12 RC20GF103I 


10, 000 ohms, + 5%, 1/2 watt Bradley — 


EQUIPMENT (NOMENCLATURE) MP10641 OF SYSTEM 1 SHEET 12 OF SHEETS 


NAME OF CONTRACTOR Ranid-Wooldridgs Corp CGNTRACT  &-W Project 5021 PARTS DATA LIST 
| 2 3 4 5 6 7 8 9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR J ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. |EQUIPMENT] PER EQUIPMENT 

69 Same as RIll R129 

70 |RESISTOR, fixed, composition, MP20107 RC20GF475: 
4,.7meg, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20153 RC20GF2253 
2.2 meg, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20325 RC20GF273) 
27,000 ohms, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20206 RC20GF623J 
62, 000 ohms, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20271 RC20GF 332. 
3300 ohms, + 5%, 1/2 watt 
RESISTOR, fixed, ‘composition, MP20254 RC20GF682i 
6800 ohms, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20104 RC2Z0GF202., 
2000 ohms, + 5%, 1/2 watt 
Same as R103 
RESISTOR, fixed, composition, MP20375 RC20GF474 
470, 000 ohms, + 5%, 1/2 watt 
RESISTOR, fixed, composition, MP20176 RC2Z0GF 564, 


560, 000 ohms,- i. 5%, 1/2 watt 


Same as R128 R145 
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NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT R-W Project 5021 


3 4 _5 6 7 8 9 
CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR {ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
| SYMBOL STOCK NO. OF ITEM STOCK NO. {EQUIPMENT} PER EQUIPMENT 
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ITEM NO. COMPLETE DESCRIPTION OF ITEM 


81 


82 


83 


84 


85 


86 


87 


88 
89 


90 


1 


92 
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Same as Rill 

Same as R128 

RESISTOR, fixed, composition, 
30,000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
150,000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
220, 000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
5100 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 


110, 000 ohms, + 5%, 1/2 watt 


Same as RII5 


RESISTOR, fixed, composition, 
+ 5%, 1/2 watt, value selected on 
basis of equipment performance 


(RESISTOR, fixed, composition, 
+ 5%, 1/2 watt, value selected on | 
basis of equipment performance 


RESISTOR, fixed, composition, 
36, 000 ohms, + 5%, 1/2 watt 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 
lSame as R115 


R146 


R147 


R150. 


R151 


R152 


-| R153 


R154 


| R157 


R158 


|} R159 


R160 


R161 


MP2Z0167 


MP20320 


MP2Z0101 


MP20116 


MP20106 


None 


None 


MP2Z0180. 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 


Bradley 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 
Bradley 


EB 


EB 


EB 


EB 


EB 


EB 


EB 


EB 


17 


SHEET 13. oF SHEETS 
PARTS DATA LIST 


RG20GF303I 


RC20GF154J 


RG20GF224I 


RC20GF512J 


RC20GF114J 


RC20GF363J 


EQUIPMENT 
NAME OF CONTRACTOR ea eeeae Corp CONTRACT 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR |!TEMS PER | RECOMMENDED QUAN. 
SYMBOL |STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


. 


95 


96 


97 


98 


99 


100 
101 


102 


103 


(NOMENCLATUR 
Avele 


iver k Bs aoe 7995/09/08 ; CIA-RDP81B00878R000200040001-0 


R-W ee 5021 


Same as R152 R164 

Same as R127 R165 

RESISTOR, fixed, composition, R166 MP20103 Allen- EB 
24,000 ohms, + 5%, 1/2 watt Bradley 

Same as R166 R167 

RESISTOR, fixed, composition, R168 MP20218 Allen- EB 
4300 ohms, + 5%, 1/2 watt Bradley 

RESISTOR, fixed, composition, R171 None Allen- EB 
+ 5%, 1/2 watt, value selected on Bradley 

basis of equipment performance. “et 

RESISTOR, fixed, composition, R172 MP20079 Sprague 1I51E 
12 ohms, + 5%, 3 watt 

Same as R172 R173 

RESISTOR, fixed, composition, R174 MP20001 Sprague 151E 
43 ohms, + 5%, 3 watt 

TRANSFORMER, pulse. Over- | T101 MP58003 Magnecraft TV125A 
all dimensions 0,625 in. lg x Electric Co 

0.625 in, dia, 2 windings, pri- 

mary to secondary turns ratio 

1,8 to1, 3000 ohm primary ee 

pedance 

ELECTRON TUBE, sub-minia- V101 MP45002 Raytheon CK6152 
oon fy Approved For Releape 1999/09/08 : CIA-RDP81B00878RD00200040001-0 


rad 


22 


SHEET 14. oF SHEETS 


rans DATA LIST 
9 
JAN TYPE 


RC20GF243. 


RC20GF432. 


EQUIPMENT 


(NOMENCLATURENP OAPI OE R688 PST RP : CIA-RDP81B00878R000200040001-0 
NAHE OF CONTRACTOR Ramo- oe Corp. CONTRACT R-W eS 5021 


SHEET 15 OF SHEETS 


rants DATA LIST 
9 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. MFG. TYPE OR | ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NQ. |EQUIPMENT| PER EQUIPMENT 


2 
3 


Same 


Same 


Same. 


Same 
Same 
Same 
Same 
Same 
Same 


Same 


as V101 
as V101 
as V101 
as Vi0l 
as VI101 
as V101 
as V101 
as V101 


as V101 


as V101 


V102 
V103 
vV104 
- V105 
V106 
V107 
V108 
V109 
vuo 


Vil 


Approved tor Releasd 1999/09/08 : CIA-RDP81B00878R0G0288040001-0 


EQUIPMENT 
NAME OF CONTRACTOR sees See COVCONTRACT 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR J ITEMS PER | RECOMMENDED QUAN. 
SYMBOL | STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


ae 


114 


15 


116 


li7 


us 


(NOMENCLATURE, 


2 


MP10737, COMPLETE ASSEM- 
BLY. Over-all dimensions 15,25 
in, lg x 12,31 in. wide x 3.5 in. 
high. MP10737 engraved on name 
plate. Consists of the following 


replaceable parts and assemblies: 


TAPE REEL AND RING GEAR 

SEMBLY. Over-all dimensims 
0.50 in. dia x 0.50 in. wide. 
Consists of tape reel, ring gear, 
hub, and decal. 


TOP COVER ASSEMBLY. Made 
from.sheet aluminum. Over-all 
dimensions 14,94 in. lg x 12.10 
in, wide x 1.375 in. high. Wrinkle 
black finish, 


IBOTTOM COVER ASSEMBLY. 


Over-all dimensions 14, 94 in, lg 
x 12.10 in. wide x 1.906 in. high. 

onsists of the following replace- 
able parts and assemblies: 


COVER, Bottom. Made from 
sheet aluminum. Over-all 
dimensions 14,94 in. lg x 
12.10 in. wide x 1,375 in. 
high, with a 0. 328-in, -dia 
hole 3.54 in. from one side. 
and 2. 83 in. from one end, 
Wrinkle black finish. 


Approved For Relea ge 


MP10737 OF SYSTEM 1 


MP10737 


MPI10015 


MP10069 


MP10070 


MP10236 


\ nie IS TER Os 


R-W vere 5021 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Re W Dwg. 
50401002 


R-W Dwg. 
50401508 


R-W Dwg. 
50401355-1 


R-W Dwg. 
50401002 


R-W Dwg. 
50401355-2 


4999/09/08 : CIA-RDP81B00878RG00200040001-0 


i Req. Per 
System 


2 Req. Per 
Complete 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Complete 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Complete 
Ass'y. 
(1/Sys. ) 


1 Req. Per 
Ass'y. 
(/Sys.) 


SHEET 16 oF SHEETS 


rans DATA LIST 
9 
JAN TYPE 


EQUIPMENT (NOMENCLATURE) MET Or sete 


e1999/09/08_-: Dare S TT BOOS BROOD Z0O004Z0001-0 


NAME OF CONTRACTOR Ramo- cag Corp CONTRACT R- W ee 3021 


SHEET 17 oF SHEETS 


PARTS “DATA. LIST 
9 


TEM NO. [COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR'S ACTUAL MFG. MFG. TYPE OR ITEMS PER RECOMMENDED ‘QUAN. JAN TYPE 
SYMBOL STOCK NO. OF ITEM STOCK NO. | EQUIPMENT; PER EQUIPMENT 5 


120 


121 


122 


CASE, “Desiecant. Made Es 
sheet aluminum. Over-all 
dimensions 2.00 in, lg x 1.75 
in. wide x 1.00 in. high. 


COVER, Desiccant Gase. Mad 
from sheet aluminum. Over- 
all dimensions 2.125 in. lg x | 
1.875 in. wide x 0.187 in. 
high. Blackened. 


BREATHER PLUG Assembly.} 
Made from hexagonal bar 
aluminum, Over-all dimen- | 
sions 0.625 in. across flats 
x1,00 in. lg. With 0.125-in. 
thick hexagonal flange, and 
remaining length 0, 311 in. 

dia, with 5/16-24 NF 2 thread 
Flanged end drilled 0.140 in. | 
dia to depth of 0.096 in. and 
counter-drilled 0.218 in. dia | 
to depth of 0.064 in., witha 
0. 062-in. -dia hole drilled 
through axis of plug. Washer, 
filter, and O-ring staked in 
flanged end to provide water- 
tight seal, 


| HOUSING ASSEMBLY. Cast 

| from magnesium. Over-all 

; dimensions 15,25in, lg x 12,00 

| in. wide x 1.875 in. high. Con- | 


sists of a spider-frame, drilled | 
and tapped mounting holes, 
press-fit bushing, cable harnes 


and the following replacduifleoved or Release 


parts: 


MP10237 Ramo- R- W Dwg. 
Wooldridge 50401450 


MP10238 | Ramo- R-W Dwg. 
Wooldridge 50401451 


MP10232 | Ramo- R-W Dwg. 
Wooldridge | 50401452-1 


MP10650 | Ramo- R-W Dwg. 
Wooldridge {| 50401002 


1999/09/08 : CIAFRDP81B00878R000200040001-0 


L Req. Perl... 


Ass'y, 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 


Complete 
Assly. 
(1/Sys.) 


1 Req. Per} 


Complete 
Ass'y. 
(i/Sys.) 


EQUIPMENT (NOMENCLATURE) MP10737 OF SyoTEMS SHEET 18 oF SHEETS 
— OF CONTRACTOR Ramoe Wooldridge Corp COMER! -W =— A eile PARTS DATA LIST 
9 
JAN TYPE 


ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR JITEMS PER [RECOMMENDED QUAN. 
SYMBOL {STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 
BRACKET, Plug. Made > MP10005 | Ramo- saa W Dwg. 1 Req. Per 
from sheet steel. Over-all Wooldridge 50401369 Ass'y. 
dimensions 2.217 in. lg x (1/Sys.) 
0.452 in wide x 0,560 in. 
high, with two 0.128-in, -dia 
‘ holes and two 0,125-in. -dia 
countersunk holes. Black- 
ened, : 


MP10006 Ramo- 


Wooldridge 


1 Req. Per 
Ass'y, 
(1/Sys.) 


BRACKET, Plug. Made 
from sheet steel. Over-all 
dimensions 1,186 in. lg x 
0.452 in. wide x 0.560 in. 
high, with two 0,128-in. -dia 
holes, and two 0,125-in. -dia 

.countersunk holes. Black- 

ened, 


R-W Dwg. 
50401370 


COVER, Plug. Made from MP10007 
sheet aluminum. Over-all 
dimensions 2.69 in. lg x 

1.13 in. wide x 0,56 in. hig 
with two 0,128-in, -dia hole 


Blackened, 


Ramo- 
Wooldridge 


R-W Dwg. 
50401371 


1 Req. Per 
Ass'y. 
(1/Sys.) 


MP10008 | Ramo- 


Wooldridge 


R-W Dwg. 
50401372 


1 Req. Per 
Ass'y. 
‘(1/Sys.). 


COVER, Plug. Made from 
sheet aluminum, Over-all 
dimensions 1,66 in. lg x 

1.13 in. wide x 0.56 in, high, 
with two 0,128-in. -dia hole 
Blackened. 


Approved|For Releage 1999/09/08 : CIA 001-0 | 


2002000 


EQUIPMENT (NOMENCLATURE) = MP10737 OF SYSTEM 1 SHEET 19. oF SHEETS 


oprove ee R005 /56RO002Z00040001-0 


: NAME OF HENTAI OS Ramo- a ‘Corp CONTRACT =W. Project 5021 PAR DATA LIST 
; 9 
: ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. | MFG. TYPE OR |ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
: SYMBOL |STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQ }iPMENT 
SPACER, Plug. Made fro MP10009 | Ramo- R-W Dwg. |4 Req. Per 
steel. Over- all dimensions Wooldridge 50401373 Ass'y. 
0.406 in. lg x 0.188 in. dia, (4/Sys.) 


with a 0. 089-in, -dia-coun- 
_ tersunk hole drilled and 
tapped through axis. Black 


: ened, 

3 128 CONNECTOR, Printed-Cir- 3703 MP10081 Cannon DX-2842-100 |1 Req. Per 
cuit. Over-all dimensions , Ass'y. 
0.470 in. Ig x 4.28l.in. wide (1/Sys.) 


x 0.375 in. high, 28 contacts 


129 SCREW, Cover Mounting. MP10082 | Std. part R-W Dwg. [12 Req. Per 


~ A steel socket-head cap modified Per| 50401480- Ass'y. 
screw. Over-all dimen- Ramo-Wool- (12/Sys.) 
sions 0.625 in. lg x 0.219 ; dridge Dwg. 
in. dia, with 0.375 in. of 50401480 


BO length 0.090 in, dia and 
Ga 0.250 in. of length threaded 


ae 6/32. Blackened. 
>a 7 130. BRACKET, Cable Guide . MP10085 |Ramo- - | R-W Dwg. |1Req. Per 
ie ' Mounting. Made from sheet Wooldridge 50401506 . Ass'y, 

- i aluminum. Over-all dimen (1/Sys.) 


sions 2.75 in. Ig x 0. 81 in. . 
wide x 1.12 in, high, with : 
seven 0. 1l6-in. -dia holes. 


Blackened, 

131 SPACER, Filter. Made fro _ MP10089 | Ramo- R-W Dwg. [2 Req. Per 
hexagonal bar aluminum. Wooldridge 50401466 — Ass'y. 
Over-all dimensions 0.62 ‘ ae (2/Sys.) 


in. lg x 0.250 in, across 


Approved For Releage 1999/09/08 : CIA-RDP81B00878RD00200040001-0 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 20 of | SHEETS 


=D B005/5R0002Z00040001-0 
f NAME OF CONTRACTOR Ramo- ee Corp CONTRACT ee = eect 20 et PARTS DATA LIST 
i ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. | MFG. TYPE OR [ITEMS PER. RECOMMENDED QUAN. JAN TYPE 
7 SYMBOL |STOCK NO. OF ITEM STOCK NO. EQUIPMENT PER EQUIPMENT 
s SPACER, Filter (Cont'd.) — MP10089 |Ramo- _|R-W Dwg. [2 Req. Per}/ a 
a . flats, with hexagonal end Wooldridge 50401466 Ass'y. 
drilled 0.089 in. dia to dept (2/Sys.) 


of 0,218 in. and tapped to 

depth of 0.156 in., and oppo 
site end 0.lll in, dia thread- 
ed for length of 0.248 in. 


132 — PLATE, Filter Mounting. | MP10090 |Ramo- = {|R-W Dwg. [1 Req. Per 
a Made from sheet aluminum. . | Wooldridge 50401491 | Ass'y. 


Over-all dimensions 2.625 : - { (1/Sys.) 
in. lg x1.37 in. wide x 0.062/ — 

in. thick, with one 0,225-in. 

‘dia countersunk hole and two 

0.128-in, dia holes. 


~ TERMINAL BOARD. Assem - MPIOO9Z jRamo- {R-W Dwg. -]|1 Req. Per. 
bly. Made of laminated ee ae | Wooldridge | 50401471 | Complete 
phenolic sheet. Over-all aoe ae oe oa 2 ‘| Ass'y.. 
- dimensions 1.50 in. Ig x1lO0Q@ =f: 6. Sie re ae 1-0 2 2" ane (1/Sys. ) 
an. wide x 0.375 in. high, [| | of. ee eee ne 
~ with two 0.154-in, «dia holes}... 0. |. 
~ and 14 terminals, 


|R- W. Diwg. Rea. Per| | 


"BRACKET, Receptacle Mout. > ee ee 
“50405016-1 Fa Ass! ae re les 


.- . ‘ing (right hand), Made from} = 
_. sheet aluminum. Over-all | 
dimensions 0.684 in. -lg x 
0.628 in, highx 0.454in. [ 
wide, with two 0.256-in. Ig |. 
x 0.128-in. wide-slotted = [5 
- mounting holes. Blackened.) = 


Approved]For Releage 1999/09/08 : CIA-RDP81B00878R900%0040001-0 


MP10737 OF SYSTEM 1 


EQUIPMENT (NOMENCLATURE) = Mour 99/09/08 - 


135 BRACKET, Receptacle MP10109 
Mounting (left hand). Made 

: from sheet aluminum. Over 

; all dimensions 0, 684 in. lg 

: x 0.721 in. high x 0,454 in. 

' wide, with two 0.256-in. lg 

- x 0,128-in. wide slotted 
y : mounting holes, Blackened. 


136 RECEPTACLE. Over-all | J701 MP61003 
dimensions 0.859 in. lg x 
1,219 in. wide x 0. 375 in. 


high. 7 contacts. 


137 - . PLUG. Over-all dimen- | J702 MP62006 
gions 0.859 in. lg x 2.25 in. 
wide x 0.375 in. high. 21 


‘contacts. 


...,COIL, toroid-wound, plas- L706 ~ MP40021 
_», tie encapsulated, 1.250 in. | ae ae : 
“dia x 0,562 in. thick, 30: 


_ millihenries. 


RESISTOR, fixed, compos-| R786 | 
~ |... ition, 3900 ohms, + Be. bar ce ee: 
{oni Be es ee 


Approved or Release 


A-RDPS 


“ MP20189 


1999/09/08 : CIALRDP81B008 


Ramo- 


Wooldridge’ 


Winchester 


Winchester 


Rayco.. as 


Vaiiens: Sek 
| Bradley |” 


SHEET 1 oF SHEETS 
PARTS DATA LIST 


BOO056 ZGOROODZ0004Z00071-0 


NAME OF CONTRACTOR Ramo- ss Coxp CONTRACT. R-W Preis 5021 


6 ri 8 
ITEM NO.}COMPLETE DESCRIPTION OF ITEM CIRCUIT Seer ACTUAL MFG. MFG. TYPE OR [ITEMS PER |RECOMMENDED QUAN. 
; SYMBOL | STOCK NO. OF ITEM - |. STOCK NO. [EQUIPMENT | PER EQUIPMENT 


9 
JAN TYPE 


R-W Dwg. 
50405016-2 


1 Req. Per]. 
Ass'y. 
(1/Sys.) 


MRE 75-G 1 Req. Per 
Ass'y. 


(1/Sys.) 


MRE 21P-G ]|1 Req. Per 
Ass'y. 


(1/Sys.) 


jh Req. Per] se 
Ass'y.” 
: 1 @/sys. ye 


oul 


- Rezocr see. 


m}00200040001-0 


EQUIPMENT 


(NOMENCLATURE 


MP O7 BOF S. 


[999/09 Moe A-RDP81B00878R00020N0040001.0 


NAME OF CONTRASTS Ranoe vate Corp SONTAG R-W Project 5021 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR | ITEMS PER RECOMMENDED QUAN. 
SYMBOL | STOCK NO. OF ITEM STOCK NO. | EQUIPMENT] PER EQUIPMENT 


141 


de aa2 ss 


eylinder, with 0.057 in. widel . 


oo. dia. 


- 143 


TAPE GUIDE ASSEMBLY. Over 
all dimensions 1.156 in. lg x 0,500 
in. dia. Consists of the following 
replaceable parts: 


SHAFT, Tape Guide Support. 
Over-all dimensions 1,156 in. 
lg x 0.250 in. dia. A steel 
shaft with 0.156 in. wide 
flange located 0.375 in. fro 
one end. 0.375 in. length is 
0.112 in. in dia threaded 4-40 
NC-2. Other end of shaft is 
0.1885 in. in dia with groove 
0.017 in. wide x 0.0067 in. 
deep located 0.148 in. from 
end. End is slotted across 
diameter 0.046 in. wide x 
0.062 in, deep. 


. ROLLER, Tape Guide. Over) re 
. all dimensions 0,377. in. lg |]: 
-x 0,500 in, dia. <A teflon 


“flanges on both ends, Cente 
--gection of cylinder 0.375 in.. 

0.1895-in.-dia hole 

. drilled through axis. 


WASHER, Flat. Over-all 

dimensions 0. 312 in.- dia-x 
0.020 in. thick. A steel _ 
washer with a hole 0.196 in. 
in dia. 


Approved or Release 


MP10013 Ramo- R-W Dwg. 
Wooldridge | 50401360 
MP10136 Ramo- | R-W Dwg. 
Wooldridge | 50401361 
| mpiois2 | Ramo- R-W Dwg. 
pas og S Wooldridge. 50401347-2 — 
“MP10215° : Ramo- R-W Dwg. | 
. - Wooldridge 50401345-1 


1 Req. Per 
Complete 
Ass'y. 

(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


Jl Req. Per} 


Ass'y. 
“(1/Sys.) 


1 Req. Per] | 


-Assty. 
(l/Sys.) 


1999/09/08 : CIAFRDP81 B0087sRdd 0200040001-0 


SHEET 22 OF 
rans DATA 


SHEETS 


LIST 
9 
JAN TYPE 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1. . SHEET 23 oF SHEETS 
NAME OF CONTRACTOR Ramd-=Wool si EE CONTRACT. —— rs eee PARTS DATA LIST 
9 
JAN TYPE 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S JACTUAL MFG. MFG. TYPE OR | ITEMS PER | RECOMMENDED QUAN. 
SYMBOL {STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


WASHER, Flat. Over-all MP10202 R-W Dwg. 2 Req. Pe 
dimensions 0,375 in. dia x 50401485-2 Ass'y. 
0.047 in. thick. A laminated (2/Sys.) 
brass washer with a hole 
0.193 in, in dia. 


Ramo- 
Wooldridge 


ApprovediFor Releag e 1999/09/08 : « 


stiri aeyshres ae. haa pred ah 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR J|!TEMS PER | RECOMMENDED QUAN. 
| SYMBOL | STOCK NO. OF ITEM STOCK NO. | EQUIPMENT] PER EQUIPMENT 


SUPPLY REEL DRIVE ASEMBLY|Includes 


Over-all dimensions (excluding 
electrical filter) 3.50 in. lg x 
2.17 in. wide x 1.80 in. high. 
Consists of an electrical filter, 
motor, gear box, gear train, and 
gear-locking device. This isa 
precision assembly, and only the 
following parts are replaceable: 


BRACKET, Spring Retaining. 
Over-all dimensions 0,548 
in, lg x 0.190 in. wide x 
0.250 in. high. An L-shaped 
bracket made from 0, 032 in, 
sheet steel, two 0.122 in. dia 
holes drilled through one 
face, and one 0.038 in, dia 
hole drilled through other 
face. Blackened. 


BRACKET, Adjusting Screw 
Mounting: Over-all dimen- 
sions 0.520 in. lg x 0.407 in. 


wide x 0.500 in. high. An L-j 


shaped aluminum bracket, 


. two 0.101 in. dia holes drilled: 


through base, one 0.0204 in. 
dia hole drilled 0.188 in. 
deep and tapped 2-56 NC-2. 
Blackened. Bracket includes 
0.146 in. dia nylon bushing. 


PIN, Guide. Over-all dimen 
sions 0,440 in. lg x 0.1875 
in. dia. A cylindrical steel 


Ramo- 


MPI10184 : 
Wooldridge 


Ramo- 
Wooldridge 


MP10167 


j Ramo- 


MPI10169 © 
Wooldridge 


MP10305 Ramo- 


Wooldridge | 


For Release 1999/09/08 : CIP 


R-W Dwg 
50401234 1 


1 Req. Per 
Complete 
Ass'y. 
(1/Sys. ) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


R-W Dwg. 
50401423-1 


R-W Dwg. _ 
50401430-1 


1 Req. Per 
Ass'y. 
(1/Sys.) 


R-W Dwg. 
50401243 


oe EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 24 oF SHEETS 
: ee OF CONTRACTOR Ramo-Wooldriage ge Sete OR racy SW Project 5021 PARTS DATA LIST 
} JAN TYPE 


EQUIPMENT (NOMENCLATURE) | MP10737 OF SYSTEM 1 - = SHEET 25. oF 


NAME OF CONTRACTOR Ramo-= Wooldridge Seep CONTRACT R- — 5021 


ITEM NO. COMPUETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR | ITEMS PER | RECOMMENDED QUAN. 
SYMBOL [STOCK NO. OF ITEM STOCK NO. |EQUIPMENT]| PER EQUIPMENT 


PIN, Guide (Cont'd. ) MP10305 R-W Dwg 1 Req. Per 
pin with 0,060 in. wide hexa- 50401243 Ass'y. 
gonal flange located 0.300 in. (2/Sys.) 
from one end, 0.300 in. end 
is 0.086 in. in dia, threaded 
2-56 NC-2. Other end is 
0.062 in. in dia, with groove 
0.014 in. wide and 0.004 in. 
deep. Blackened, 


|Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


BRACKET, Supply Reel 

Drive Mounting. A skewed 
bracket made from magne- 
sium. Over-all dimensions 
1.437 in, lg x 1,312 in. wide 
x 0.633 in, high. Blackened. 


MP10003 R-W Dwg. 


50401308 


1 Req. Per 
Ass'y. 
(1/Sys.) 


MP10045 Ramo- 


SPRING, Supply Reel Drive. : 
- Wooldridge. 


A coil spring consisting of 
13.5 coils of 0.014 in. dia 
music wire. Over-all dimen 
sions 0,532 in. lg x 0.160 in. 
dia. Blackened. 


R-W Dwg. 
50401307 | 


ge: 1 Req. Per 
--50401234-2 _-Complete | 

con, xf Ass ye 
Ulsys. ) 


| Ramo- ae 
~ Wooldridge 


TAKEUP REEL DRIVE ASSEM-. [Includes 
BLY. Over-all dimensions (ex- 
cluding electrical filter) 3.50 in. 
lg x 2.17 in. wide x 1.80 in. high. 
Consists of an electrical filter, 
motor, gear box, gear train, and 
a gear- locking device. This is a 
precision assembly and only the 


MPI0168 


-RDP81B00878R000200040001-0 
ca 


SHEETS 


—_ DATA LIST 


9 
JAN TYPE 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET. 26: “oF SHEETS 


NAME OF CONTRACTOR Ramo: Wool = SPASONTRACT R-W Project 50al . PARTS DATA LIST 
9 
ITEM NO. CONPEeTe DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL {STOCK NO. OF ITEM STOCK NO. EQUIPMENT PER EQUIPMENT 
BRACKET, Spring Hetmining MP10170 Ramo- R-W Dwg 1 Req. Per 


Over-all dimensions 0,548 Wooldridge 50401423- 2 
in. lg x 0.190 in. wide x 
0.250 in. high. An L-shapeq 
bracket made from 0.032 in. 
‘sheet steel, two 0.122 in. dia 
holes drilled through one 
face, and one 0,038 in. dia 
) hole drilled through other 

, face. Blackened, 


153, BRACKET, Adjusting Screw . MP10175 Ramo- R-W Dwg. 1 Req. Per 
Mounting. Over-all dimen- Wooldridge | 50401430-2 Ass'y. 
sions 0.520 in, lg x 0.407 in (1/Sys.) 
wide x 0,500 in. high. An L : 
shaped aluminum bracket, 
Pe two 0.101 in. dia holes drill- 
ig ed through base, one 0.0204 
: in. dia hole drilled 0.188 in. 
deep and tapped 2-56 NC-2. 
Blackened. Bracket includes 
0.146 in, dia nylon bushing. 


fied bot ares PIN, Guide. Over-all dimen- _ | MP10305 | Ramo- R-W Dwg. 
gions 0.440 in. lgx 0.1875 | = = f- Wooldridge} 50401243 
--in, dia. A cylindrical steel] — a ie ee ea ee er es 
pin with 0.060 in. wide hex- 
agonal flange located 0. 300 
in. from one end, 0.300 in. 
end is 0.086 in. in dia, 
threaded 2-56 NC-2, Other 
end is 0.062 in. in dia, with 
groove 0.014 in. wide and - 
0.004 in, deep. Blackened. 


Approved |For Releage 1999/09/08 : CIA 00200040001-0 


EQUIPMENT  (NOMENCLATURA)provekPHO? REIGHSeS199NBN0A : CIA-RDP81B00878R000200040001-0 SHEET 27 of SHEETS 


AME OF CONTRACTION Heme W opldridse — CONTRACT pats — peat nagT: DATA LIST 
9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 
BRACKET, Takeup Reel MP10004_ | Ramo- R-W Dwg. 1 Req. Per : meee 
Drive Mounting. A skewed Wooldridge 50401309 Ass'y. 
bracket made from magne- | (1/Sys.) 


sium. Over-all dimensions 
1.00 in. lg x 1. 312 in. wide 
' x 0.633 in. high. Blackened. 


156 SPRING, Takeup Reel Drive MP10045 | Ramo- R-W Dwg. 


A coil spring consisting of Wooldridge 50401307 
fi 13.5 coils of 0.014 in, dia 
i music wire. Over-all di- 


mensions of 0.532 in. lg x 
0.160 in. dia. Blackened. 


ERNE gE GAA TT NS 


157 -FILTER, Electrical. Over4+ Z701 “MP68305 |Sprague R-W Dwg. 1 Req. Per 
all dimensions 1. 844 in. lg or NJ7ll (Mod- | 50401259 “Ass'y. 
x 1.718 in. wide x 0. 812 in. Z702 ified per R- (2/Sys.) 
high. A sealed radio noise : Dwg. 50401259 ; 


filter with two solder-lug . ee ee cae ee a re 
terminals, and with two , ; 2g ES See ea ae ane 
shielded leads 3,12 in, lg. } 


Approved For Releage 1999/09/08 : CIA-RDP81B00878RQ00200040001-0 


: seagate. 2 
ye SPD Sete pe 


EQUIPMENT (NOMENCLATURE MP10737 OF SYSTEM 1 
“_ OF — Ramo- a Corp CONTRACT 


A-RUPOIBODS 


BODO ZDOO4000 a 


R-W a 5021 


SHEET 28 OF SHEETS 


rants DATA LIST 
9 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR |ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL |STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 


159 


160 


161 . 


162 


HEAD AND HEAD COVER ASSEM. 
BLY. Over-all dimensions 4. 87 
in. lg x 2.50 in. wide x 1.75 in. 
high. Consists of the following 
replaceable parts and assemblies: 


MAGNETIC HEAD AND 
MOUNTING PLATE, Assem 
bly (erase). Over-all dimen 
sions 1.250 in. lg x 1.125 in. 
wide x 0.573 in. high, with 


two 12-in, color-coded leads. 


MAGNETIC HEAD AND 
MOUNTING PLATE Assem- 
bly (record), Over-all di- 
mensions 1,250 in. lg x 1.125 
in. wide x 0,470 in. high, 
with six 12-in. color-coded 
leads. 


MAGNETIC HEAD AND 
MOUNTING PLATE Assem- 
bly (playback). Over-all 
dimensions 1,250 in. lg x 
1.125 in. wide x 0, 547 in, 
high, with six 6-in, micro- 
dot cables terminated with 
color-coded plugs. 


HEAD SHIELD Assembly. 
Formed from sheet metal. 
Over-all dimensions 0. 862 
in. lg x 0.60 in. wide x 0.646 
in. high, with two 0-80, 0.250 


in. filister head screW§p»roved For Releage 1999/09/08 : CIA-RDP81B00878R#00200040001-0 


MP10087 


MP10040 


MP10038 


MP10020 


MP10021 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 


Wooldridge 


Ro W Dwg. 
50401317 


R-W Dwg. 
50401325-1 


R-W Dwg. 
50401325-2 


1 Req. Per 
yg 


Ajsyz: ) 


1 Req. Per 
Ass'y. 
(1/Sys. ) 


1 Req. Per 


_ 50401325-3 | Ass'y. 


R-W Dwg. 
50401327 . 


(1/Sys.) 


EQUIPMENT 


(N OMENCLATU REIPProvee 87 RF ORFS SY ENS : PIRES. B00878R000200040001-0 


NAME OF CONTRACTOR Ramo- Wooldridge Ss LONTRAST R-W — 20a! 


ITEM NO|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. 
SYMBOL {STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


HEAD COVER Assembly. 
Cast from magnesium. Over 
all dimensions 3,727 in. lg 
x 0.480 in. wide x 0. 831 in. 
high. 


164 PLATE, Head Cover Mount- 
ing. Magnesium casting. 
Over-all dimensions 4, 875 
in. Ig x 2,062 in. wide x 
0.50 in. high. Blackened. 


165 LEVER ARM AND SHAFT 
Assembly. Consists of a 
lever arm, shaft and hub. 
Over-all dimensions, shaft 
and hub 1.50 in. ig, lever 
and hub 1.25 in. lg, hub 0.37 
in. dia x 0. 312 in. high. 


166 ‘BLOCK, Lever and.Plunger 
Monnting, Made from bar 
aluminum. Over-all dimen- 
sions 1.00 in. lg x 0.969 in. 
wide x 0,63 in. high, with | 
two holes 0.140 in. dia drill- 
ed through, one hole 0.126 
in. dia drilled through, and 
one hole 0.1567 in. dia drill- 
ed through, 


167 KNOB, Plunger Shaft. Made 
from bar steel. Over-all 


dimensions 0, 312 in. A 
0.46 in. maximum dia; 


MP10018 


MP10017 


MP10022 


MP10028 


MP10030 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 


Wooldridge. 


Ramo- 
- Wooldridge 


R-W Dwg. 
50401320 


R-W Dwg. 
50401318 


R-W Dwg. 
50401329 


R-W Dwg. 
50401336 


R-W Dwg. 


50401338 


Bpfpyed For Relead e 1999/09/08 : CIA-RDP81B00878R000200Q9400) 1-0 


1 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y, 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 


“1 (1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


SHEET 29 oF SHEETS 


rans DATA _LIST 
9 
JAN TYPE 


EQUIPMENT  (NOMENCLATUREpproveF HO? RéISe55HGa6e: CIA-RDP81B00878R000200040001-0 SHEET 30 oF SHEETS 


NAME OF CONTRACTOR sass ee EON TRAC HN Peolech poet PAS DATA LIST 
9 
ITEM NO. COMELETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. ' JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. [EQUIPMENT}) PER EQUIPMENT 
“KNOB, Plunger Shaft (Cont'd) MP10030 Ramo- is W Dwg. {1 Req. Per 
taper, center drilled to 0.25 Wooldridge 50401338 Ass'y. 
in. depth for 0.125 in. shaft, (1/Sys. ) 


two 2-56 tapped holes 90° 

apart 0.125 in. from narrow 
‘end. Chrome plated. "PUL 
is engraved on knob in black 


y letters. 
168 SHAFT, Plunger. Machined MP10027 Ramo- R-W Dwg. |1 Req. Per 
from 0.250 in. dia steel rod. Wooldridge 50401335 Ass'y, 
Over-all dimensions 1, 422 ; (1/Sys.) 


in, lg x 0.203 in. dia, with 
0.437 in. of length turned 
down to 0.124 in. dia, taper- 
edonend,. Adjacent 0.0125 
in. length 0.203 in. dia, 
remaining 0. 860 in. length, 
turned down to 0.124 in. dia 
and undercut to 0.084 in. dia, 
0.093 in. from chamfered end]. 


Blackened, 
» | 169 SPRING, Plunger. A coil ' MP10032 Ramo- -R-W Dwg. jl Req. Per 
ae spring consisting of ten coils Wooldridge | 50401340 | Ass'y. 
a of 0.019-in. -dia music wire. | | | | (/Sys.) 


® Over-all dimensions 0.72 in. 
oe . lg x0.163 in. dia. Blackened. 


170 NUT, Retaining. Machined MP10029 Ramo- R-W Dwg. jl Req. Per 
ie ; from 0.375 in. hex stock, | . Wooldridge |. 50401337 Ass'y. 
fF 3 aluminum or brass. Over- (1/Sys.) 


all dimensions 0,218 in. lg 
: _ , «0.375 in. between faces. 
bs * 0.138 in. of length turned 


down to 0.250 in. Sar haaithds For Releage 1999/09/08 : CIA-RDP81B00878RG00200040001-0 
threaded 1/4-28 NF-2 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 3! oF SHEETS 


099/09/08_- BLIP SOT BOOS BROOD ZOODAZ0007-0 


NAME OF = ONESTSS Ramo- Wooldridge i CONTANES R-W Project 5021 raRTs DATA LIST 
9 
ITEM NO. SOMEEE LE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
SYMBOL |STOCK NO. OF ITEM STOCK NO. |EQUIPMENT] PER EQUIPMENT 
NUT, Retaining (Cont'd. ) MP10029 Ramo- R-W Dwg. |l Req. Per| © 
Undercut to 0.210 in. dia Wooldridge 50401337 Ass'y, 
0.138 in. from threaded end. (1/Sys.) 
Blackened, TS 
BRACKET, Tape Guide Asse MP10034 Ramo- R-W Dwg. |i Req. Per 
bly (playback). Formed fro Wooldridge 50401363 Ass'y. 
bar aluminum, Over-all (1/Sys.) 


dimensions 0.562 in, lg x 
0.347 in. wide x 0,500 in. 
high, with two 0.130 in. x 
0.67 in. mounting slots and 
two 0,062 dia sapphire rods 
cemented in place. Black- 


ened. 

BRACKET, Tape Guide MP10035 Ramo- R-W Dwg. 1 Req. Per 
Assembly (erase). Formed Wooldridge 50401365 Ass'y. 
from bar aluminum, Over- (1/Sys.) 


all dimensions 0.562 in. lg 
x 0.219 in. wide x 0.500 in. 
high, with two 0,130 in. x 
0.067 in. mounting slots and 
two 0,062-in, -dia sapphire 
rods cemented in place. 


Blackened, 
SUPPORT, Tape Guide Brack MP10124 Ramo- R-W Dwg. {fl Req. Per 
et. Made from bar aluminum. Wooldridge 50401362 Ass'y. 


Over-~all dimensions 0, 656 (1/Sys.) 
in, lg x 0.344 in. wide x a . 

0.203 in. high, with four 

0.067-in, -dia holes. Black- 

ened. 


Approved For Release 1999/09/08 : CIAFRDP81B00878RU0U200040001-0 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 32 oF SHEETS 


NAME OF CONTRACTOR RamotWooldridge CorpCONTRACT  R-W Project 5027” Bi PARTS DATA LIST 
| 2 3 4 5 6 rf 8 9 
iTEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR J ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL |STOCK NO. OF ITEM STOCK NO. |EQUIPMENT] PER EQUIPMENT 
(4 NAMEPLATE, Cover Indica- : MP10036 1 Req. Per 
tor. Made from black plas- Wooldridge 50401332 Ass'y. 


tic laminate. Over-all (1/Sys.) 
dimensions 0. 813 in. lg x 

0.625 in. wide x 0,062 in. 

‘thick, with four 0.070-in. - 

dia countersunk mounting 

s : holes, Engraved with arrow 
) and words "CLOSED" and 
"OPEN". 


SPRING, Head Adjusting MP10033 Ramo- R-W Dwg. 3 Req. Per 
Screw. A coil spring con- Wooldridge 50401341 Ass'y. 
sisting of six coils of 0.033- (3/Sys.) 
in. -dia music wire. Over- 

all dimensions 0.444 in. lg 

x 0.187 in. dia. Blackened. 


PLATE, Guide. Made from MP10031 Ramo- R-W Dwg. 
sheet steel. Over-all dimen Wooldridge 50401339 
sions 1,125 in. lg x 0.375 in. ; 
wide x 0.030 in, thick. Two 
0.1259-in. -dia holes and 
0.250 in. x 0.1259 in. slot 

_ drilled through centerline. 
Blackened, | 


LINK, Cover Shaft. Made MP10023 Ramo- R-W Dwg. 
from bar steel. Rounded on Wooldridge 50401331 
one end and forked on the ~*~ 
other end. Over-all dimen- 

sions 1, 374 in. lg x 0. 312 in. 

wide x 0.250 in. high. One 

hole 0.158 in, dia in one end, 

a notch 0.130 in. wide x 0.34 

in, deep in the other end. 

Two slots 0.276 in. lg-x 0,065 

in. wide in forked enGPP EMER 

ened, 


EQUIPMENT (NOMENCLATURE) =MP10737 OF SYSTEM 1. 


A-RDF R005 /S6RO00 


NAME OF CONTRAGTOR eae Corp CONTRACT -W Project 5021 
5 


VO040001-0 


SHEET 385° OF SHEETS 


rants DATA LIST 
9 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. MFG. TYPE OR J ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. {EQUIPMENT ] PER EQUIPMENT 


179 


180 


SHAFT, Shield Cover. 
Machined from steel rod. 
Over-all dimensions 2.250 
in. lg x 0.188 in. dia. One 
end flatted to 0.124 in. thick 


x 0.312 in. lg with 0.0620- 


in. -dia hole drilled 0.125 in, 
from.end, and 0.093-in. -dia 
hole drilled through 0, 221 in. 
from opposite end. Both 

ends chamfered, Blackened, 


PIN, Cover Shaft. Machined 
from steel rod, Over-all 
dimensions 0, 343 in. lg x 
0.125in. dia. 0,03lin. of 
length is 0,125 in. dia. Re- 
maining length is 0.0620 in. 
dia, chamfered at end, and 
undercut to 0,053 in. dia 
0.012 in. from chamfered 
end. Blackened. 


COAXIAL Connector Assem- 
bly. Over-all dimensions 
1.670 in, lg x 0.937 in. wide 
x 0.562 in. high. Consists 
of a bracket made from 
sheet aluminum, and six 
mounted coax adapters. 
Bracket is blackened, and 
jacks are color coded, 


Approved|For Releage 1999/09/08 : CIA4-RDP81B00878R000 2000 UUeT20 


MP10026 Ramo- oe W Dwg. jl Req. Per 
Wooldridge 50401334 Ass'y. 
(1/Sys.) 
MP10025 Ramo- R-W Dwg. 1 Req. Per 
; Wooldridge 50401333 Ass'y. 
(1/Sys. ) 
MP10107 Ramo- R-W Dwg. {1 Req. Per 
Wooldridge 50401514 Ass'y. 
(1/Sys.) 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 


NAME OF CONTRACTOR gn CONTRACT 


ALL 


AADAAR AAA 


BB a S006, JU ZAI SU UU = 


= dels, 


TOJEc 


SHEET 34 oF SHEETS 


PARTS DATA LIST 
| 9 


ITEM NO. SOMEEere DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S |ACTUAL MFG. MFG. TYPE OR |ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL |STOCK NO. OF ITEM STOCK NO. |EQUIPMENT] PER EQUIPMENT 


182 


184 


LOOP ARM ASSEMBLY :(supply 
reel). Over-all dimensions 4.062 
in. lg x 1,750 in. wide x 1.938 in. 
high. 


LOOP ARM ASSEMBLY (takeup 
reel). Over-all dimensions 4,062 
in. lg x 1.750 in. wide x 1.938 in 
high, 


The LOOP ARM ASSEMBLIES 
consist of the following replace- 
able parts and assemblies: 


SHAFT, Loop Arm Roller. 
Over-all dimensions 0.625 
in. lgx 0.25 in. dia. A 
steel shaft with 0.021 in. 
wide flange located 0.146 in. 
from one end,- 0,146 in, 
length is 0.086 in. in dia 
threaded 2-56 NC-2. Other 
end of shaft is 0.093 in. in 
dia with groove 0.019 in. 
wide x 0.076 in. deep locat- 
‘ed 0.054 in, from end. . 


WASHER, Flat. Over-all 
dimensions 0.250 in. dia x — 
0.047 in. thick. A laminat- 
ed brass washer with a hole 
0.096 in. in dia. 


Approved 


MP10041 


MP10046 


MP10126 


MP10233 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


R-W Dwg 
50401239- 1 


R-W Dwg. 
50401229-2 


50401227 


R-W Dwg. 
50401485-1 


or Release 1999/09/08 : CIA{RDP81B00878R0P0200040001-0 


l Req. Per 
Complete 
Ass'y,. 
(1/Sys.) 


1 Req. Per 
Complete 
Ass'y. 
Sys ) 


EQUIPMENT 
NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT 


185 


186 


187 


188 


2 


ROLLER, Tape Guide. Over 
all dimensions 0, 314 in. lg x 
0.375 in. dia. A teflon cylin 
der with 0,03lin. wide 


flanges on both ends. Centex 
‘section of cylinder 0,250 in. 


dia. 0.0937-in. -dia hole 
drilled through axis. 


SPRING, Tape Guide (supply 
reel), Formed from 0.010- 
in. -thick berylium-copper 
strip. Over-all dimensions 
1,375 in. lg x 0.437 in. wide 
x 0.312 in. high. An S- 


- shaped spring 0.125 in. wide 


with a forked mounting sur- 
face. The forked mounting 
surface is located near one 
end of the spring, and is 
perpendicular to the plane 
of the spring.. 


SPRING, Tape Guide (takeup 
reel). Similar in shape to 


the supply-reel tape-guide 
spring, but has a reversed- 
S configuration. 


rc 


ARM, Loop. Formed from }{ 


sheet magnesium. Over-all 
dimensions 2,563 in. lg x | 


0.375 in. wide x 0,156 in. 


high, with one 0.120-in, -dia 
hole drilled through center- 
line 0.500 in. from one end, 


drilled through centerline - 


1. Wk in fram onnacita and 


MPI10113 


MP10248 


MP10242 


MPIO0I1L5 


(NOMENCLATURE) proved FOP Relea 7998 /08708 | CIA-RDP81B00878R000200040001-0 


- R*¥W Project 5021 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


R-W Dwg. 
50401117 


R-W Dwg. 
50401524-1 


R-W Dwg. 


50401524-2 . 


R-W Dwg * 
50401118 


be) 
and one 0, 093-in, -dApReaed |For Releage 1999/09/08 : CIA-RDP81B00878R400200040001-0 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


{1 Req. Per 


Ass'y, 
(1/Sys. ) 


1 Req. Per 
Ass'y,. 
(2/Sys.) 


. 3 4 5 6 qs .°i# 8 
ITEM NOFCOMPLETE DESCRIPTION OF ITEM CIRCUIT [CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR {ITEMS PER | RECOMMENDED QUAN. 
: SYMBOL [STOCK ‘NO. OF ITEM _ STOCK NO. EQUIPMENT! PER EQUIPMENT 
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PARTS DATA LIST 
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JAN TYPE 


EQUIPMENT (NOMENCLATURE) = Mpl10737 OF SYSTEM 1. : 
NAME OF CONTRACTOR Rares Hoteller Con CONTRACT R- 


A-RD B00878R000200040001-0 
W Project 5021 


°. 
e 


SHEET 36 oF SHEETS 


ros DATA LIST 
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ITEM NO.FCOMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR | ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL [STOCK NO. OF ITEM STOCK NO. | EQUIPMENT] PER EQUIPMENT 


190 


LOOP ARM SHAFT AND 
CONTACT ARM Assembly.. 
Over-all dimensions 1,50 in. 
lg x 1.390 in. wide x 0.437 
in. high. Consists of two 


‘parts which may be separat- 


ed by removing a roll pin. 

If it becomes necessary to 
replace either of the parts, 
both parts must be replaced. 
The loop arm shaft is 1. 390 
in. lg, one end threaded 4-4( 
NC-2, adjacent 0.115 in. of 
shaft length flanged 0. 437 in, 
dia, with remaining length 
of shaft 0.128 in. dia under- 


‘cut to 0.120 in. dia for length 


of 0.632 in. The contact 
arm is 1.50 in. lg x 0.25 in. 
wide x 0.069 in. thick with 
0.055-in, -thick cylindrical 
spacer mounted at the cente 
of the arm. 0.1285-in, -dia 
hole through center of spacey 
and arm, two 0.144-in. -dia 
holes and one 0. 03l-in, -dia 
hole in one end of arm, and 
two 0.098-in. -dia holes in 
other end of arm. 


BEARING AND SPACER. 
Made from aluminum bronze 
Over-all dimensions 0.935 in. 
lg x 0.937 in. dia. A flangec 
cylinder with axial hole 0.124 
in. in dia. Flange is 0.126 
in, thick x 0.937 in, dia, 
located 0.125 in. from cham 


fered end of cylindempproved/For Releag 


MP10243  |Ramo- R-W Dwg. 
Wooldridge 50401229 


MP10201 |Ramo- R-W Dwg. 
Wooldridge 50401231 


e 1999/09/08 : CIA-RDP81B00878RQ00200040001-0 


1 Req. Per 
Ass'y. 
(2/Sys.) 


l Req. Per 
Assty. | 
| (2/Sys.) 


EQUIPMENT (NOMENCLATURE) | MP10737 OF SYSTEM 1 A-RDP81B00878R000200040001-0 SHEET 37 oF SHEETS 


NAME OF CONTRACTOR Ramo-Wooldridge eee CONTRACT R-W rire 5021 | PARTS DATA LIST 


9 


ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR |ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL [STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 


BEARING AND SPACER 


(Cont'd, ) MP10201 jRamo- R-W Dwg. 1 Req. Per 
five tapped holes, Gyiradss Wooldridge 50401231 Ass'y. 
is 0.245 in. dia undercut to (2/Sys.) 


0.218 in, dia in three places: 
‘both sidesof flange, and 0. 64 
in, from flange. 


191 . NUT, Anchor. Over-all MP10246 | Elastic Stop 22NA7-68-64 1 Req. Per 


dimensions 0.859 in. lg x Nut Corp. of Ass'y. 
0.438 in. wide x 0.469 in. America = | (2/Sys.) 


high. 6-32 stop nut with 
right-angle bracket. Brack- 
et has two 0,098-in. -dia 
holes for mounting. 


192 SMALL GEAR Assembly. MP10137 Boston Gear |R-W Dwg. 1 Req. Per 
Consists of a gear and pin. #3216 or ‘50401310 Ass'y. 
Over-all dimensions 0.130 American (2/Sys.) 
in. lg x 0.562 in. dia. Stock Gear 
#83216 (Mod- 
ified Per R-¥V 
Dwg. 50401123) 
193 SPRING, Counterbalance MP10136 Ramo- |} R-W Dwg. 1 Req. Per 
(supply reel). A right-hand-| _ Wooldridge 50401121-1 Ass'y. 
wound coil spring consisting (1/Sys.) 


of 23.5 coils of 0.025 in. dia 
music wire, Over-ali dimen 
; sions 0.700 in. Ig x 0. 343 in 
| dia. Blackened. 
t 
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EQUIPMENT 


(NOMENCLATUR 


Approved Fur Relea Se 
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ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR |!TEMS PER | RECOMMENDED QUAN. 
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195 


196 


197 


| 198 


SPRING, Counterbalance 
(takeup reel). A left-hand- 
wound coil spring consisting 
of 23.5 coils of 0.025 in. dia 
music wire. Over-all dimer- 


‘sions 0.700 in. lg x 0. 343in 


dia. Blackened. 


STRIP, Contact. Made fro 
phosphor bronze sheet. Over 
all dimensions 0.875 in. lg 
x 0.250 in. wide x 0.020 in. 
thick, with two holes 0.070 
in. dia. Silver plated. 


STRIP, Insulation. Made 
from nylon laminated pheno- 
lic sheet. Over-all dimen- 
sions 0.875 in. lg x 0.250 

in, wide x 0.031lin. thick, | 
with two holes, 0.070 in. dia.}. 


BUSHING, Insulating. Made 
from laminated plastic rod. 
Over-all dimensions 0.062 
in. lg x 0.140 in. dia. One 
hole 0.067 in. dia drilled 
through center. 


PAD, Insulating. Made fro 
nylon laminated phenolic 
sheet. Over-all dimensions 
0.437 in. lg x 0.250 in. wide 
x 0.015 in. thick, with two 
0,.070-in. -dia holes. 


Approved For Release 


MP10138 Ramo- R-W Dwg. 

Wooldridge 50401121-2 

MP10123 Ramo- R-W Dwg. 
Wooldridge 50401134 

MP10122  |Ramo- R-W Dwg. 
Wooldridge | 50401133 

MP10198 |Ramo- R-W Dwg. 
_ Wooldridge 50401132 

MP10121 Ramo- R-W Dwg. 
: Wooldridge 50401131 

a) 
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1 Req, Per 
Ass'y. 
(1/Sys. ) 


1 Req. Per, 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y, 
(2/Sys.) 


4 Req. Pe 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(2/Sys.) 


SHEET 38 oF SHEETS 
ras DATA LIST 
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JAN TYPE 


EQUIPMENT 


(NOMENCLATU Bipproved FORélédae 1S9HTIUE :1ClA-RDP81B00878R000200040001-0 


NAME OF CONTRACTOR Ramo: Weolseidee Corp CONTRACT R-W Preiest 5021 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR 
SYMBOL {STOCK NO. OF ITEM STOCK NO. 


200 


201 


202 


BRACKET AND BUSHING 
Assembly. Made from bras 
bar. Over-ali dimensions 
0.438 in. lg x 0.490 in. 
wide. Consists of a U-shap 


. ed bracket and cylindrical 


bushing. Silver plated. 


BRUSH, Loop Arm. A car- 
bon and 75% metal composi- 
tion electrical brush. Over 
all dimensions 0.210 in. lg 
x 0.093 in. dia. 


“SPRING Assembly. Over- 


all dimensions 0.436 in. lg 
x 0.397 in. wide x 0.188 in. 
high. A shoulder screw and 
spring assembly. The slot- 
ted head of the screw is 
0.188 in, dia,- shoulder is 
0.084 in. dia, and screw is 
0.060 in. dia threaded 0-80 
NF-2. The spring has three 
coils with one end fixed to 
the head of the screw, and 
the other end extending 0.343 
in. tangentially from the 
screw. 


CONTACT AND LEAF 
SPRING Assembly. A T-— 
shaped leaf spring made 
from beryllium copper 
sheet. Over-all dimensions 
1.19 in. ig x 0.50 

x 0.015 in. thick, aperee 


MP10120 


MP10043 


MP10132 


MP10125 


Ramo- R-W Dwg. 
Wooldridge 50401128 


‘| Fletcher R-W Dwg. 


Electrical 50401226 
Specialty Co. 

or Equivalent 

Per R-W Dwg 

50401226 


Ramo- R-W Dwg. 
Wooldridge 50401484 


Ramo- R-W Dwg. 


Wooldridge 50401232 
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PARTS DATA LIST 
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ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
EQUIPMENT! PER EQUIPMENT 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Pe 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(2/Sys. ) 


I Req. Pe 
‘Ass'y. | 


| (2/Sys.) 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 
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ITEM NO.}COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S {ACTUAL MFG. MFG. TYPE OR |!TEMS PER | RECOMMENDED QUAN. 
SYMBOL {STOCK NO. OF ITEM STOCK NO. |EQUIPMENT]| PER EQUIPMENT 


203 


204 


205 


206 


CONTACT AND LEAF 
SPRING Assembly. (Cont'd..) 
holes 0.140 in, dia, and with 
a contact of coin-silver. 


STANDOFF, Made from 


nylon laminated phenolic 
sheet. Over-all dimensions 
0.840 in, lg x 0.500 in. wide 
x 0,250 in. thick, with two 
holes 0.089 in. dia drilled 
through and tapped 4-40 NC 


LARGE GEAR Assembly. 
Consists of a gear, shaft, 
and pin. Over-all dimen- 
sions 0,510 in. lg x 0. 875 in. 
dia, 


SPACER. Made from alum- 
inum. Cylindrical shape. 
Over-all dimensions 0.063 
in, lg x 0.170 in. dia. One 
hole 0.093 in. dia drilled 
through center of spacer. 
Blackened. 


BASEPLATE. Machined 
from plate magnesium. 
Over-all dimensions 4. 062 
in. lg x 1.375 in. wide x 
0.250 in, high, with 0. 312 in 
of length on either end mill- 


ed down to 0.126 in. AMistiwed or Releas | 


MP10125 Ramo- - {R-W Dwg. 
Wooldridge 50401232 


MP10118 Ramo- R-W Dwg. 
Wooldridge 50401224 


MP10117 Boston Gear |R-W Dwg. 
#3226 or Am-| 50401184_ 
erican Stock 
Gear #83226 
(Modified Pe: 

R-W Dwg. 
50401124) 


MP10244 {Ramo- R-W Dwg. 
Wooldridge 50401125 


MP10127. Ramo- | R-W Dwg... 
Wooldridge 50401228 


1999/09/08 : CIAJRDP81B00878RQ00200040001-0 


1 Req. Pe 
Complete 
Ass'y. 

(2/Sys.) 


1 Req. Pe 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per 
‘Ass'y. 
(2/Sys.) 


SHEET 40 OF 
eo DATA 


SHEETS 


LIST 
9 
JAN TYPE 


EQUIPMENT 
NAME OF CONTRACTOR Ramo Wooldridge Corp CONTRACT 


206 


207 


208 


209 


2 


BASEPLATE (Cont'd. ) 
and drilled and tapped for 
mounting. 


-NUT, Plate. .Made from 


magnesium strip. Over-all 
dimensions 1,03 in. lg x 0.2 
in, wide x 0.125 in. thick, 
with two holes 0.089 in. dia 
drilled and tapped 4-40 NC-2 


BOARD, Mounting. Made 
from magnesium, Over-all 
dimensions 1.900 in. lg x 
1.380 in. wide x 0.062 in. 
thick. One end of board is 
1.380 in, wide with two slots 
0.500 in. lg x 0.064 in. wide 
two holes’ 0.128 in. dia and 
countersunk, and two holes 
0.096 in. dia and counter- 
sunk. The opposite end is 
0.660 in. wide with one hole 


0.140 in. dia, and two holes 
0.059 in, dia tapped 1-72 


NF-2. Blackened. 


SPACER, Made from a 
brass rod. Over-all dimen- 
sions 0.078 in. lg x 0.150 in. 
dia. One hole 0.08lin. dia 
drilled through the center of 
spacer. Blackened. 


Approved For Releasp 1999/09/08 : CIA{RDP81B00878R000200040001-0 


MP10127 


-MP10131 


MP10302. 


MP10312 


(NOMENCLATURB)provéd Pur Release 4 9S97091081; CIA-RDP81B00878R000200040001-0 


R-W a 5021 | 


Ramo- a W Dwg. 
Wooldridge 50401228 


Ramo- R-W Dwg. 
Wooldridge 50401311 


Ramo- R-W Dwg. 
Wooldridge 50401312 


Ramo-~ R-W Dwg. 


Wooldridge | 50401315— 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per , 


Ass'y. 
(2/Sys.) 


2 Req. Per 
‘Ass'y. 
(4/Sys.) - 
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. 2 


212 


213 


BOARD, Commutator. Made 


from glass cloth thermoset- 


ting laminated phenolic 


- sheet, copper laminated on. 


one side, Over-all dimen- 
sions 1,39 in. lg x 1.25 in. 
wide x 0.066 in. thick, with 
15 terminals. 


BLOCK, Resistor. Made 

from magnesium. Rectang- 
ular block, Over-all dimen 
sions 1,370 in. lg x 1.080 in. 


wide x 0.740 in. high. Block 


is 0.920 in. wide with 15 


-holes 0,234 in. dia drilled 


through. Two holes in one 
end of block 0.089 in. dia 
tapped 4-40 NC-2 and coun- 
tersunk. Two mounting feet 
each 0.280 in. lg x 0.078 in. 
wide x 0,210 in. high with 
one 0.106-in. -dia hole in 
each. Blackened. 


RESISTOR, fixed, compos- 
ition, 22 ohms, + 5%, 1 watt 


Same as R833 


Approved | 


R833 
hrough . 
R845 


R846 


through | 
R858 | 


or Release 


MP10185 Ramo- ce W Dwg. 
Wooldridge 50401314 


MP10247 Ramo- R-W Dwg. 
Wooldridge 50401313 


MP20242 |Allen- ; GB 
Bradley 


1999/09/08 : CINFRDP81B00878R@00200040001-0 


i Req. Pe 
Ass'y. 
(2/Sys.) 


1, Req. Pe 
Ass'y. 
(2/Sys.) 


13 Req. Per 
Ass'y. 
(26/Sys.) 


RC30GF220 
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215 


216 


JAM ROLLER ASSEMBLY. 
Over-all dimensions 1. 83 in. lg 
x 1.00 in. wide x 1.54 in. high, 
Consists of the following replace- 
able parts: 


SHAFT, Roller, Made from 
steel. Over-all dimensions 
1,06 in, lg x 0.37 in. dia, 
with one end 0.37 in. in dia 
for a length of 0.293 in., the 
remainder of the shaft is 
0.667 in. lg x 0.250 in. dia 
with a groove 0.031 in. wide 
x 0.0092 in. deep x 0.031 in. 
from one end, and with two 
intersecting 0,06 in. dia 
holes at the opposite end, 
one hole drilled axially to a 
depth of 0.75 in., and the 
other hole drilled through 
diametrically 0.75 in. from 
the end. Chrome plated. 


ROLLER, Jam. Made from 


an aluminum cylinder with a } 


molded rubber rim. Over- 
all dimensions 0.500 in. lg 
x 1.000 in, dia, with one 
hole 0.251 in. dia through 
axis of cylinder. 


MP10134 


MP10066 


MP10065 


Ramo- R-W Dwg. l Req. Per 
Wooldridge 50401002 Complete 
Ass'y. 
(1/Sys.) 
Ramo- R-W Dwg. 1 Req. Per 
Wooldridge 50401415 Ass'y. 
(1/Sys.) 
Ramo- R-W Dwg. |1 Req. Per 
Wooldridge 50401412 Ass'y. 
(1/Sys.) 


ame 
Approved For Release 1999/09/08 : CIAZRDP81B00878R000200040001-0 


EQUIPMENT (NOMENCLATURE) 
NAME OF CONTRACTOR Ramo-Wooldridge CorpCONTRACT 


217 


218 


219 


2 


SHAFT, Roller Arm. Made 
from steel. Over-all dimen- 
sions 1,540 in. lg x 0.500 in. 
dia, with a 0.06 in. wide x 
0.500 in. dia. flange at one 
end of shaft, remainder of 
shaft is 0.2515 in. dia fora 
length of 1148 in., 0.187 in. 
dia for a length of 0.080 in. 
and opposite end of shaft is 
0.138 in. dia, threaded #6-32 
NC-2 for a minimum length 
of 0.218 in. Flange of shaft 
is chrome plated and shaft is 
blackened. 


ARM, Roller. Made from 
sheet steel and bar steel, 
Over-all dimensions 1.500 in. 
lg x 0.500 in. wide x 0.625 
in. high, U-shaped with one 
hole 0.375 in. dia drilled 
through, one hole 0.219 in. _ 
dia drilled through, and one 
elliptical hole 0.245 in. lg x 
0.120 in. wide. Blackened. 


SPRING, Load. A coil spring 
consisting of 10 coils of 0.026 
in. dia music wire. Over-all 
dimensions 0.695 in. lg x 
0.226 in. dia. Blackened. — 


Approved For Release 1999/09/08 : CIAJRDP81B00878R0)N0200040001-0 


3 


MP10064 


MP10062 


MP10056 


prov of'For Beleass 4855808 C1A-RDP81 B00878R000200040001-0 


R-W Project 5021 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo-. 
Wooldridge 


R-W Dwg. 
50401411 


R-W Dwg. 
50401406 


R-W Dwg. 
50401439 


4 5 6 7 8 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
: : . SYMBOL | STOCK NO. OF ITEM STOCK NO. EQUIPMENT] PER EQUIPMENT 


1 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


SHEET 44. oF SHEETS 
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EQUIPMENT (NOMENCLATURE) MELOIaT OF SYSTEM 1 


NAME OF SERISALTOA RamoeW 


oo! zu ZOrP CONTRACT 


ITEM NO, COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR'S 
SYMBOL [STOCK NO. 


220 


221 


222 


BRACKET, Load Spring. 
Made from sheet steel. Ove 
all dimensions 0.591 in, lg 
x 0.444 in. wide x 9.062 in. 


_thick, V-Shaped bracket, 


rounded on one end to a 
radius of 0.093 in., with one 
hole 0.062 in. dia drilled 
through, opposite end round- 
ed to a radius of 0.150 in. 
with one hole 0,144 in. dia 
drilled through.. Blackened. 


SPACER, Load Spring Bracket. 
Made from aluminum. Over- 
all dimensions 0.406 in. Ig x 
0.312 in. dia, with a hoie 
0.144 in. dia drilled through 
axis of spacer. Blackened. 


ARM, Load Spring. Made 
from sheet steel. Over-all 
dimensions 0.905 in. lg x 
0.374 in. wide x 0.062 in. 
thick, V-shaped with one end 
rounded to a radius of 0.187 
in., and with a slotted hcle 
0.1875 in. lg x 0.145 in. 
wide, opposite end rounded 
to a radius of 0.093 in., 
with a hole 0.093 in. dia 
drilled through. Blackened. 


Approved For Release 1999/09/08 : C 


MP10054 


MPI10055 


MP10063 


“po 
wi | = 


ACTUAI, MFG. 
OF ITEM 


Ramo- 


Wooldridge } 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


-RDP81B00878k 


BROOD 2000 40001-0 


008 
aie roject poet 


MFG. TYPE OR 
STOCK NO. 


R-W Dwg. 
50401440 


R-W Dwg . 
50401441 


R-W Dwg. 
50401410 


000268040001-0 


SHEET 45 


OF 


SHEETS 


PARTS DATA LiST 


ITEMS PER RECOMMENDED QUAN. 
EQUIPMENT] PER EQUIPMENT 


i Req. Per 
Ass'y. 
(1/Sys. ) 


l Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


JAN TYPE 
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: ee | a een, See eenh 8 9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
; | ae SYMBOL |STOCK NO. | OF ITEM | STOCK NO. |EQUIPMENT]| PER EQUIPMENT 
223 SPACER, Spring Catch. MP10068 Ramo- R-W Dwg. 2 Req. Pex 
Made from sheet zluminum. Wooldridge 50401429 Ass'y. 
Over-all dimensions 0.25 in, (2/Sys.) 


lg x 0.25 in. wide x 0.062 in. 
. thick, with two 0.067 in. dia 

holes drilled through ane 

countersunk. Blackened, 


224 SPRING, Catch. Made from | ~ MP10067 Ramo- R-W Dwg. 1 Req. Per 
strip steel, Over-all dirnen- Wooldridge 50401416 Ass'y. 
sions 1.00 in. lgx0.25in. | (1/Sys.) 


wide x 0.060 in. thick, with 
four 0.067 in dia holes drill- 
edthrough. Blackened. 


a 
Approved For Relaase 1999/09/08 : GIA-RDP81B00878R000200040001- 


EQUIPMENT 


226 


227 


228 


229 


‘SHIELD, Capstan. 


(NOMENCLATURE) 


SOTO 


Alumi- 
num casting. Over-ail 
dimensions 1,375 in. lg x 
0.968 in. wide x 0.937 in. 
high, A flanged truncated 
cone with two holes 0.154 in. 
dia drilled through flange, 
and one hole 0.312 in. dia 
through top of cone. Black- 
ened, 


WASHER, Felt. Made from 
sheet felt. Over-all dimen- 
sions 0,620 in. dia x 0.060 
in, thick, One hole 0.150 in. 
dia through center. 


WASHER, Flat. Made from 
aluminum. Over-all dimen- 
sions 0.590 in. dia x 0,020 
in, thick. One hole 0.250 
in. dia through center, 
Blackened. 


CAPSTAN SHAFT AND 
DRIVE WHEEL Assembly. 
Over-all dimensions 2.268 
in. lg x 3.770 in. dia. Con- 
sists of a capstan shaft, 
flanged support bearing, and 
drive wheel. Rim of drive 


wheel has rubber suTiassroved 


MP10737 OF SYSTEM 1 


MP10301 Ramo- 
Wooldridge 

MP10051 Ramo- 
Wooldridge 

MP10052 | Ramo- 
Wooldridge 

MP10053 Ramo- 
Wooldridge 

MP10050 Ramo- 
Wooldridge 


For Release 1999/09/08 : CIA-RDP81B00 


AR DP381B00878R000200040001-0 


aa OF =Orencror Ramo- Hesliieee Corp CONTRACT R-W. eer 5021 


ITEM NO] COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S lactuat. MFG. MFG. TYPE OR 
SYMBOL {STOCK NO. OF ITEM STOCK NO. 


CAPSTAN AND CAPSTAN-DRIVH 
ASSEMBLY. Consists of the fol- 
lowing replaceable parts: 


R-W Dwg. 
50401002 


R-W Dwg. 
50401379 


R-W Dwg. 


50401383 


R-W Dwg, 
50401384 


R-W Dwg 
504013 76 


0200040001-0 


Complete 
Ass'y. 
(1/Sys.) 


1 Req. Per 


Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y, 
(1/Sys.) 


1 Reg. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


SHEET 


47 


OF 


SHEETS 


PARTS DATA  LiST 


ITEMS PER RECOMMENDED QUAN. 
EQUIPMENT| PER EQUIPMENT 


1 Req. Per 


JAN TYPE 


EQUIPMENT (NOMENCLATURE MP10737 OF SYSTEM 1 SHEET 48 OF SHE=TS 


; \pprevedForRelease-1999/09/08 - CIA-RDP81B00878R000200040001.0 se 
NAME _OF CONTRACTOR Kemo-Wooldridge CorpCONTRACT _R-W Project 5021 PARTS DATA LIST j 
| 2 3 4 5 3 7 8 9 
}ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT } CONTRACTSOR'S Jactuat MFG. MSG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL {STOCK NO. Or ITEM STOCK NO. {EQUIPMENT 


PER EQUIPMENT | - 


1 Req. Per 
Ass'y. 
(1/Sys.) 


MP10304 Ramo- R-W Dwg. 


DISC, Strohe. Mace from 
Wooldridge 50401535 


aluminum foil. Over-all 
dirnensions 3.70 in. dia x 
0,003 in. thick witk a hole 
1,500 in. dia through the cen- 
ter. Disc has stroboscopic 
pattern on one side and has 
pressure-sensative adhesive 
on other side. 


a> 
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EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 
NAME OF CONTRACTOR RamapWierktr rds RéledseC 8a AGSC TIA-RBPH 500878R060200040001-0 


‘TEM NO. COMPLETE DESCRIPTION OF ITEM 


CAPSTAN-MOTOR MOUNTING . 
ASSEMBLY,. Over-all dimension 


231 


232 


233 


234 


2 


1,844 in. lg x 1,875 in. wide x 


1.016 in. thick, Consists of the . 


ollowing replaceable parts: 


SFRING. Made from 0.034 


in, dia music wire. Over-al 


dimensions 1.3]lZ in. lg x . 
0.095 in. wide x 0.250 in. 


high. A pivet 0.250 in. lg x 


0.095 ir. dia is soldered in 
the center of spring. One 
end of spring is offset 0.13 


in. from centerline of spring. 


Blackened. - 


SCREW, Set (reworked). 


Allen head set screw. Over- 


all dimexsions 0,625 in. lg 


x 0.138 in, dia. End opposite 
Allen socket is 0.0628 in. in 


dia for lengih of 0.032 in., 
adjacent length is 0.090 in. 


in cia for length of 0.061 in. 
Remainder of length is 0.138 
in, in dia, threaded 6-32 NC- 


Blackened. 


STUD, Double Mounting. 
Made from steel. Over-all 
dimensions 0, 812 in. lg x 
0.250 in. wide x 0.525 in. 
high. Consists of a plate 


0.812 in. lg x 0.250 in. wide 


x 0.030 in. thick with one 


Approve 


3 4 2 6 


7 


SHEET 


49 


OF 


SHEETS 


PARTS DATA LIST 


8 


CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. 
SYMBOL {STOCK NO. OF ITEM . STOCK NO. | EQUIPMENT] PER EQUIPMENT 


MP10049 | Ramo- R-W Dwg. [1 Req. Per 


Wooldridge 50401436 


MP10155 Ramo- R-W Dwg. 
"| Wooldridge 50401402 


MP10110 AN565A6H-10}] R-W Dwg. 
(Modified Per} 50401404 

R-W Dwg. 

50401404) 


MP10647 Ramo- R-W Dwg. 
Wooldridge 50401435 


Pad 
For Release 1999/09/08 : C[A-RDP81B00878R000200040001-0 


Complete 
Ass'y. 
(1/Sys. ) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


2 Req. Per 
- Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 
(l/Sys.) 


9 
JAN TYPE 


EQUIPMENT 
NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT 


ITEM NO.|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. 
| | SYMBOL | STOCK NO. OF ITEM 


234 


235 


236 


(NOMENCLATURE) 


2 


STUD, Double Mounting. 
(Cont'd. } 

hole 0.098 in. dia drilled 
through. Plate mounts two 
identical studs. Each stud 
has a flanged end 0,250 in. 
dia x 0.040 in. thick, 0.159 


_ in. dia for a length of 0.218 


in. and threaded 6-32 NC-2 
for a length of 0.275 in. 
Blackened. 


STUD, Single Mounting. Made 
from steel. Over-all dimen- 
sions 0.625 in, lg x 0. 312 in. 
wide x 0.525 in. high. Con- 
sists of a plate 0.625 in. lg 
x 0.312 in. wide x 0.030 in. 
thick with one hole 0.098 in. 
dia drilled through. Plate 
mounts one stud with flanged 
end 0.250 in. dia x 0.040 in. 
thick, 0.159 in. dia fora 
length of 0.218 in. and thread 
ed 6-32 NC-2 for a length of 
0.275 in. Blackened. 


BRACKET, Spring Adjusting. 
Made from steel. Over-all 
dimensions 0,750 in. lg x 
0.375 in. wide x 0.437 in. 
high. Rectangular flange and 
cylinder. Flange is 0.750 in. 
lg x 0.375 in. wide x 0,040in 
thick with two holes 0.120 in. 
dia drilled through in oppo- 
site corners. Cylinder is 


P10737 


oved ee, Relsask Yodoro9/08 : CIA-RDP81B00878R000200040001-0 


3 4 5 


MP10647 | Ramo- 
Wooldridge 
MP10649 | Ramo- 
Wooldridge 
MPIC103 Ramo- 
Wooldridge 
= 


R-W Project 5021 


6 7 


MFG. TYPE OR [ITEMS PER |RECOMMENDED QUAN. 
STOCK NO. [EQUIPMENT| PER EQUIPMENT { 


R-W Dwg. 1 Req. Per 
50401435 Ass'y. 
(1/Sys. ) 
| R-W Dwg. |1 Req. Per 
50401434 Ass'y. 
(1/Sys.) 
R-W Dwg. 1 Req. Per 
50401399 Ass'y. 


(1/Sys.) 


Approved Fof Release 1999/09/08 : CIA-RDP81B90878R000200040001-0 


SHEET 50 OF SHEETS 


PARTS DATA LIST 
8 | 9 
JAN TYPE 


EQUIPMENT (NOMENCLATURE SHEET 51 oF SHEETS 
PARTS DATA LIST 

MFG. TYPE OR |!TEMS FER |RECOMMENDED QUAN. JAN TYPE 

_STOCK NO. [EQUIFMENT| PER EQUIPMENT 


OF !TcM 
BRACKET, Spring Adjusting. 
(Cout'd. ) 
0.250 in. O.D. with a 0.136 
in. I. D. drilled through and | 
tapped 8-32 NC-2 thread. 
End of cylinder has four eqadllyj. 
spaced radial slots 0.046 in. 
wide x 0.397 in. deep. Black; 
ened. 


MP10103 Ramo- R-W Dwg. 1 Req. Per} 
Wooldridge 50401399 Ass'y. 
(1/Sys.) 


BLOCK, Support Spring. Ma MPIO111 Ramo- R-W Dwg. 1 Req. Per 
from aluminum. Over-all Wooldridge 50401400 Ass'y. 
dimensions 0.750 in. lg x 4 (1/Sys.) 
0.250 in. wide x 0.187 in. 
high. Rectangular strip witn 
fonr bosses. Strip is 0.750 
in. lg x 0.250 in. wide x 
0.031 in. thick with two holes 
0.120 in. dia drilled through. 
Bosses are 0.075 in. square 

_ x 0.156 in, high spaced syme 
rically about the center. 
Blackened. 


MP10112 Ramo- _ | R-W Dwg. |1 Req. Per| 
Wooldridge | 50401403 Ass'y. 
(1/Sys. ) 


STOP, Spring. Made from 
sheet steel. Over-all dimer- 
sions 0, 812 in. lg x 0. 750 in.’ 
wide x 0,015 in. thick. T- 
shape. Arms of stop are 0. 
in. wide and extend 0, 750 in. 
over all, with a 0. ll6-in. -dia 
hole 0.125 in, from each end, 
Body of stop is 0.480 in. lg- 
x 0.375 in. wide, with tongue 
extending 9,082 in. aleng 
centerline. Tongue is 0.095 
in. wide. Blackened. 


Approved 


| 
a 


or Release 1999/09/08 : CIAFRDP81B00878Rq00200040001-0 


EQUIPMENT (NOMENCLATURE) APPKRESS FOF RateasestPRHPY08 : CIA-RDP81B00878R000200040001-0 SHEET 52 oF SHEETS 
NAME OF CONTRACTOR Ramo-Wooldridge GCorPCONTRACT  R-W Project 5021 | PARTS DATA LIST 


239 


|_| e 3 6 7 8 
[TEM NO.|COMPLETE DESCRIPTION OF ITEM circuit | ConTRACTOR's [ACTUAL MFG. | MFG. TYPE OR |ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
| = SYMBOL |STOCK NO. OF ITEM |, STOCK NO. |EQUIPMENT| PER EQUIPMENT _ | 


4 5 9 


ne 


BRACKET, Motor Support. MP10643 | Ramo- R-W Dwg. 1 Req. Per 
Made from aluminum. U- | Wooldridge | 50401390 Ass'y. 
shaped bracket. Over-all (1/Sys.) 


dimensions 1, 815 in. lg x 
1.875 in. wide x 0.218 in. 
thick. One hole 0.186 in. dia 
two holes 0.070 in. dia tapped 
2-56 NO-2 thread, three hole 
0.169 in. dia, and four holes 
0.120 in. dia countersunk, a 
holes drilled through. Black 
ened, j 


Approved For Reld@ase 1999/09/08 : GIA-RDP81B0087&8R000200040001-( 


EQUIPMENT (NOMENCLATUREPProMEMPGSReRAss WSIVIBI8 : CIA-RDP81B00878R000200040001-0 


awe OF ree eee Corp SonTRAct R-W ake 5021 PARTS DATA LIST 
8 9 
Tem NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR'S ACTUAL MFG. MFG. TYPE OR ITEMS PER RECOMMENDED QUAN. | JAN TYPE 
SYMBOL [STOCK NO. OF (TEM STOCK NO. {EQUIPMENY| PER EQUIPMENT 
| 240 CAPSTAN MOTOR AND FLY- MP100648 Ramo- R-W Dw 1 Re Per 
t} cy 
) WHEEL ASSEMBLY. Over-all Wooldridge BW Dug Complete 
| dimensions 2.968 in. lg x 2.094 Ass'y. 
[ in. wide x 2.594 in. high. Con-- (/S 
| sists of the following replaceable} yee) 
| parts and assemblies: 
241 CLAMP, Spring. Made from MP10693 | Ramo- R-W Dwg. 4 Req, Pe 
steel. Semi-circular clamp. Wooldridge 50401488 Ass'y. 
Over-all dimensions 0.765 (4/Sys.) - 
in. lg x 0.378 in. wide x 0,130} 
in, high. One hole tapped 
0-80 NF-2, 0.320 in. from 
center of radius of clamp. 
One hole 0.075 in. dia coun- 
terbored 0.100 in. dia in oppo 
site end 0,320 in. from cen- 
ter of radius of clamp. 
242, MOTOR, Assembly. Over- B703 MP10694 | Rarno- R-W Dwg. 1 Req. Per 
all dimensions exclusive of Wooldridge 50401389 Ass'y. 
electrical filter 2.90lin. lg (1/Sys. ) 
x 2.094in. dia. Consists of 
motor and electrical filter, 
stationary shaft, fly wheel, 
and spacer. 
243 COLLAR. Made from stain- MP10698 | Ramo- R-W Dwg. 1 Req. Per 
less steel. Cylindrical shape Wooldridge 50401487 Ass'y. 
Over-all dimensions 0.320 in (1/Sys.) 


lg x 0.500 in. dia, One end 

has I. D. of 0.375 for length 

of 0.046, and remaining I. D. 

is 0.1252 in. One end of col- 

lar is threaded (32 threads per. : ; 

inch) for a length of 0.130 in. - 


A radial hole through roved For Releage 1999/09/08 : CIA-RDP81B00878R000200040001-0 
threaded area is tappe 


NC-d. 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 54 © 


iW wim ete ROO odmlatata avavav.rata 
5 ~ 7 . 


NAME OF Eonar Rams Wooldridge: SAICONTRACT “W Project 5021, PARTS D/ 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR ITEMS PER |RECOMMENDED QUAN. 
SYMBOL STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


SPRING. Made (cord 0.018 MP10189 | Ramo- R-W Dwg. 1 Req. Per 
in. dia music wire (15 coils), Wooldridge 50401489 Ass'y. 
Over-all dimensions 0.49 in. | (1/Sys.) 
lg x 0.515 in. dia. Blackened 


SHIELD, Top Motor. Made MP10695 | Ramo- R-W Dwg. 1 Req. Per 


from mu-metal. Cylindrical | Wooldridge 50401395 Ass'y. 
shape. Over-all dimensions | | (1/Sys.) 


0.907 in. lg x 1.030 in. dia. 
I.D. of 0.990 in. One end 
closed, one end open.. Two 
diametrically opposed holes 
0.062 in. in dia drilled 0.09 
in. from open end. Open end 
of cylinder has notch 0.41 in. 
Ig x 0.22 in. wide. One notch 
0.4lin. lg x 0.22 in. wide in 
from open end. 


SHIELD, Bottom Motor. | MP10696 | Ramo- R-W Dwg. |1 Req. Perl 


Made from mu-metal. Cylin- Wooldridge 50401396 Ass'y. 
drical shape. Over-all dme | (1/Sys.) 


sions 1,455 in. lg x 1.367 in. 
dia. Top of shield has two 
holes 0.099 in. dia and one 
hole 0.437 in. dia. Shield is 
1,015 in. dia for a length of 
1.09 in., remaining length of 
shield, 0.37 in., is 1.055 in. 
dia. Two holes 0.076 in. dia 
for mounting clamp, drilled 
through shield 0.16 in. and 
0.30 in. from open end. 


Approved For Release 1999/09/08 f CIA-RDP81B00878R000200040001-0 | 


EQUIPMENT 
NAME OF CONTRACTOR Ramo- a CoFe CONTRACT R-W 


[TEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT 
SYMBOL 


248 


OAL OF SYSTEM 1 
“Tae A-RDP81B00878R000200040001-0 
Project 5021 


(NOMENCLATURE 


MPI10701 Ramo- 


Wooldridge 


CLAMF, Cable. A two-piece. 
aluminum clamp. Over- all 
dimensions 0.56 in. lg x 0.344 
in. wide x 0.156 in. high. 
Curved mounting surface has 
two 0,.076-in,-dia mounting 
holes. Cap of cable clamp is 
held by two 0-80 NF-2 screwg. 


R-W Dwg. 
50401512 


Z703 MP10104 Ramo- 


R-W Dwg. 
Wooldridge 


FILTER, Electrical. Rec- 
50401495 


tangular shape. Over-all 
dimensions 2,546 in. lg x 
1,000 in. wide x 0. 750 in. 
high, Two leads 9.75 in. lg 
soldered to terminals, 


CONTRACTOR'S ACTUAL MFG. | MEG. TYPE OR [ITEMS PER RECOMMENDED QUAN. 
STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


SHEET 25 (OF SHEETS 
PARTS DATA LIST 


JAN TYPE - 


11 Req. Per 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Ass'y. 
(1/Sys.) 


Approved}For Releage 1999/09/08 : CIA-RDP81B00878R900200040001-0 


EQUIPMENT (Nome NCLATU Rfbroved ot Heida@e 159 00RM: ICIA-RDP81B00878R000200040001-0 | SHEET 56 oF SHEETS 


NAME OF CONTRACTOR Ramo- — Corp CONTRACT _R-W eee 5021 FARTS DATA LIST _ 
| cs 2 o— > exces cx ee 9 = - “ 
ITEM NO.|COMPLETE DESCRIPTION OF ITEM circuit [ConTRACTOR'S J ACTUAL MFG. | mrs. TYFE oR [ITEMS PER” aan Quan. JAN TYPE 
ae | = _{ SYMBOL | STOCK NO. OF ITEM STOCK NO. | EQUIPMENT | FER EQUIPMENT ae sien Rahn 
| *49 | TRANSITION ASSEMBLY. Over MP10016 = [Ramno- R-W Dwg 1 Req. Per 
{all dimensions 2,75 in, lg x 1.18 Wooldridge 5040132 Complste 
in, wide x 3.88 in. high. Ccn- Ass'y. 


sists of the following replaceable| _ : (1/Sys.) 
parts and assemblies: | 


250 | PLATE, Mounting. Made MP10157 Ramo- R-W Dwg. 1 Req. Per 
from magnesium, Over-all Wooldridge 50401348 Ass'y, 
dimensions 2.75 in. Ig x (1/Sys.) 


1,18 in. wide x 0.562 in, 

* high. One end 1.18 in, lg x 
0.50 in. wide x 0.094 in, 
thick, with two 0. 1l6-in. -dia 
holes and one 0. l16-in, -dia 
chamfered hole. A 90° V- 
-Shaped offset with a 0.189-in 
dia hole, and remaining 
length 0.50 in. wide x 0.094 
in, thick, with one 0,144-in, 
dia chamfered hole and one 
0.116-in. -dia hole. Black- 


ened, 

251 SUPPORT, Upper-Transi- MP10096 [Ramo- R-W Dwg. 1 Req. Per | 
tion Guide. Made from Wooldridge 50401342 Ass'y, 
steel. Over-all dimensions (1/Sys.) 


1,625 in. lg x 0.250 in, dia. 
One end 0,138 in. dia thread 
ed 6-32 NC-2 for length of 
0.287 in. One end 0.123 in. 
dia chamfered with 0.021-in. 
deep x 0. 012-in. -wide groov 
0.160 in. from end. 0.625 
in. of length 0.250 in. dia. 
Blackened, 


Approved} For Release 1999/09/08 : CIA-RDP81B00878RD00200040001-0 


NTE NO. COMPLETE DESCRIPTION OF ITEM 


252 


EQUIPMENT 
AME CF CONTRACTOR Kamo-Wooldridge CorpCONTRACT R-W Project 5021 
A a 


é 3 


SUPPORT, Lower-Transi-~ 
tion Guide, Made from steel 
Over-all dimensions 1,00 in, 
lg x 0.250 in. dia. One end 
0.112 in. dia threaded 4-40 
‘NC-2 for length of 0.218 in. 
Onc end U.189 in, dia, notch 
ed C.06Z in. deep x 0.046 in. 
wide across diameter, with | 
0. 014-in. -deep x 0. 017-in, - 
wide groove 0.166 in. from 
end, A 0.250-in. -dia x 
0.062-in.-wide shoulder 
0.312 in. from one end. 
Blackened, 


TRANSITION SUPPORT AND 
SLEEVE Assembly. Over- 
all dimensions 2, 313 in. lg 

«x 0.312 in. dia. Consists of 
a steel support and teflon 
rod sieeve. One end 0.138 
in. dia threaded 6-32 NC-2, 
A QO. 3lZ-in. -dia x 0.188-in. - 
lg shoulder with a 0. 062-in, - 
dia hole drilled through dia. 
1,58 in. of a 0.188 in. 
dia, 


GUIDE, Lower-Transition. 
Made from teflon. Over-all- 
dimensions 0.50 in, dia x 
0.377 in, lg.x A 0.50-in, - 

dia x 0. 062-in. -wide fnave 
‘ateachend, 0.375 in. dia 
between flanges. A 0.189-in 
dia hele drilled throng 
and chamfered both en 


(NOMENCL ATUREApprod6B RSRe@ESS YSASHIMOB : CIA-RDP81B00878R000200040001-0 


CIRCUIT } CONTRACTOR'S [ACTUAL MEG. 
SYMBOL [STOCK NO. 


se 1999/09/08 : 


+. 


SHEET 57 
| PARTS 
4 5 6 ? 8 


MFG. TYPz GR 


OF ITEM STOCK NO. 


amo-~ ; 
Wooldridge’ 


PER EQUIPMENT 


MP10094 


50401344 


MPI10085 LH 


R-W Dwg. 1 Req. Per 
Wooldridge | 50401351 Ass'y. 
(1/Sys.) 
MP10101 Rasno- R- W Dwg. 1 Req. Per 
Woolaridge 50401347-1 | Ass'y, 
/ | (l/Sys.) 


IA-RDP81 B00878R000200040001- 


OF SHEETS 
DATA LIST 


JAN TYPE 


EQUIPMENT 


_ }ITEM NO.ICOMPLETE DESCRIPTION OF ITEM 


255 


| 256 


257 


258. 


1-259. 


_ WASHER, Lower-Transition, 


.dia hole through axis, Black 


_ 0.02 in. thick. A 0.136-in. - 


2 


-GUIDE, Upver-Transitior. ~ 


Made from teflon, Over-all 
dimensions 0,375 in, dia x 
0.377 in. wide. A 0.375-in. + 
dia x 0.062-in. -wide flange 


‘at each end. 0.250 in. dia 


between flanges. A 0,129-in. 
dia hole drilled through axis 
and chamfered both ends. 


WASHER, Lower-Transition, 


: Made from brass laminate. 


Over-all dimersions 0.375 i 
dia x 0.047 in. thick. A 0.19 


-in, dia hole through axis. 


WASHER, Upper-Transition. 
Made from brass laminate, 


Over-all dimensions 0. 312 
-in. dia x 0.047 in. thick. A 


0.136-in. -dia hole through 


axis. 


Made from steel. Over-all 
dimensions 0,312 in. diax ° 
0.02 in. thick. A 0.196-in. - 


ened, 
WASHER, Upper-Transition. 
Made from steel. Over-all 


dimensions 0,312 in. dia x 


dia hole through axis. Black 


(NOMENCLATURE) apa M 10737, OF SYSTEM 1 
NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT 


“3 4 5 | 6 
}CIRCUIT | CONTRACTOR'S [ACTUAL MFG. | MFG. TYPE OR 
SYMBOL | STOCK NO. OF ITEM - |, STOCK NO. 


.MP10095 


M?10093 


_MP10185. 


MPL10132 


MP10014 


A-RDP81B00878R000200040001-0 
R-W Project 5021 


Ramo- : | R-W Dwg. 
Wooldridge | 50401342 

Ramo- R-W Dwg. 

’ Wooldridge 50401485-2 

Ramo- _ _| R-W Dwg, 
Wooldridge 50401485-3 

Ramo- R-W-Dwg. a 


Wooldridge’} 50401345 -2 


R-W Dwg. 
5040134552 


Ramo- 
Wocldridge 


% ened, Approved For Releagpe 1999/09/08 : CIA-RDP81B00878R000200040001-0 


SHEET 58 oF 


SHEETS 


PARTS DATA LIST 


Tes 8 
t 


TEMS PER |RECOMMENDED QUAN. 
EQUIPMENT} PER EQUIPMENT 
1 Req. Per 


Ass'y, 
(1/Sys.) 


2 Req. Per 
Ass'y, ; 
(2/Sys.) 


2 Req. Per 
Ass'y. 
(2/Sys.) 


1 Req. Per 
Ass'y. 


1‘Req. Per 
Ass'y., 
(1/Sys.) 


JAN TYPE 


EQUIPMENT 


(NOMENCLATURE) 


MP10737 OF SYSTEM 1 


-CIA.RDP81B008 


ORODOZDOOAZ000 7-0 


NAME OF CONTRACTOR Ramo- vetoes ‘Corp CONTRACT R- Ww oo 5021 


261 


262 


. 263 


BUSHING, Reel. Made from 
steel. Over-all dimensions 
0. 563 in. lg x 0.625 in, dia, 
with a 0.625 in. dia x 0.097 
in, wide flange at one end 

and remainder of length 0.37: 
in. in dia, ane with a 0. 250 
in. dia hole through axis of 
bushing. Chrome plated, 


SUPPORT, Reel. Made fro 
steel. Over-all dimensions 
2.000 in. lg x 0.625 in. dia, 
with one end 0. 3125 in. dia 
threaded 0. 250-20 NC-3 for 
a length of 0.240 in., witha 
0.152 in. lg x 0.675 in. dia 
flange flatted to a width of 
0.562 in. and located 0. 531 
in. from threaded end, and 
with opposite end 0. 2495 in. 
in dia, with a 0.017 in. deep 
groove located 0. 217 in. fro 
the end. Chrome plated. 


RETAINER, Reel. Made 
from aluminum. Over-all 
dimensions 0. 312 in. lg x 
0.750 in, dia, with a 0. 750 
in. dia x 0.060 in. wide 


flange at one end and remain-| 
or Release 1999/09/08 : CIA- 


der of length 0. 437 iAppio 


MP10130 


MP10071 


MP10072 


MP10012 


ITEM NO. COMPLETE DESCRIPTION. OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR {ITEMS PER RECOMMENDED QUAN. | 
SYMBOL STOCK NO. OF ITEM STOCK NO. | EQUIPMENT 

}REEL SUPPORT Assembly. 

Over-all dimensions 2.00 in. lg 

x 0.750 in. dia. Consists of the 

following replaceable parts: 


Ramo- feats 2,3,and/l Req. Per 
Wooldridge {13 of R-W Dwg. Complete 


90401002 Ass'y. 
(1/Sys.) 
Ramo- R-W Dwg. 1 Req. Per 
Wooldridge | 50401292 Ass'y. 
(1/Sys. ) 
Ramo- R-W Dwg. Req. Per 
Wooldridge 50401293 Ass'y. 
(1/Sys.) 
Ramo- R-W Dwg. |1 Req. Per! 
Wooldridge 50401291 Ass'y. 
: (1/Sys. ) 
—_ 


DP81B00878R0@0200040001-0 


SHEET 59 


OF 


SHEETS 


PARTS DATA LIST 


PER EQUIPMENT 


JAN TYPE 


EQUIPMENT  (NOMENCLATUR®@provad Foo Retease $999/P9/08 1 CIA-RDP81B00878R000200040001-0 SHEET 60 oF SHEETS 


NAME OF CONTRACTOR Ramo-Wooldridge CorpCONTRACT R-W Project 5021 PARTS DATA LIST 
—— 2 3 4 ee 6 aa 8 9 
fITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT [CONTRACTOR'S [ACTUAL MFC. MFG. TYPE CR JITEMS PER | RECOMMENDED QUAN. JAN TYPE 
— | | _— SYMBOL _| STOCK NO. OF ITEM | STOCK NO. [EQUIPHENT| PER EQUIPMENT | | 
263 RETAINER, Reel (Cont'd. ) MP10012 Ramo- R-W Dwg. {1 Req. Per! 
and with a 0. 251 in. dia hole Wooldridge 50401291 Ass'y. 
drilled through axis of retain (1/Sys.) 


er. Blackened, 


| 264 CLIP, Spring. Made from MP10133 | Ramo- 'R-W Dwg. |1 Req. Per 
0.033 in. music wire. Over-|. Wooldridge 40401144 Ass'y. 
all dimensions 0. 625 in. lg (1/Sys.) 


x 0.284 in. wide x 0.033 in. 
thick. Blackened, 


Approved For Release 1999/09/08 : CIAJRDP81B00878RO0 D0200040001-0 


. 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 


Datel 5 


BOOS 
NAME OF CONTRACTOR Ramo —— —TECONTRAGT R-W Project 5021. 
5 


SHEET 6] OF SHEETS 


PARTS DATA LIST __ 


G 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR'S ACTUAL MFG. MEG. TYPE OR [ITEMS PER RECOMMENDED QUAN. JAN TYPE 
SYMBOL {STOCK NO. OF ITEM STCCK NO. |EQUIPMENT] PER EQUIPMENT 


2656 


267 


268 


REL GUIDE ASSEMBLY. Over- 
j all dimensions 1.25 in. lg x 0.656 
in. wide x 1.813 in, high. Con- 
sists of the foilowing replaceable 

parts and assemblies: 


BRACKET, Spool. Made 
from aluminum. Over-all 
dimensions 1.06 in. lg x 
0,312 in. wide x 1.167 in. 
high. One 0,.188-in. -dia 
hole drilled through and 
chamfered at one end, two 
colinear 0,126-in. -dia holes 


drilled through, one 0.050-in. 
‘dia hole in the upper bracket} © 


arm and one 0.126-in. -dia 
hole in the lower bracket 
arm. Blackened, 


SHAFT, Bracket. Made 
from steel. Over-all dimen 
sions 1. 732 in. lg x 0. 312 in. 
dia. One end threaded 6-32 
NC-2, a 0.010-in. -wide x 
0, 312-in. -dia flange 0. 462 
in. from threaded end, and 
remaining length 0.186 in. 
Blackened, 


ROLLER Assembly. Made 
from nylon rod. Over-all 
dimensions 0.476 in. lg x 
0.625 in, dia. One end 0.500 
in, dia for length of 0.169 in 
a 0. 04l-in. -lg x 0. 625-in.- 
dia flange at oppositApprdyead 


MP10651 


MP10705 


MP10700 


MP10697 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


R-W Dwg. 
50401537 


R-W Dwg. 
50401525 


R-W Dwg. 
50401527 


R- Ww Dweg oe 
50401526 


or Releasp 1999/09/08 : CIA RDP81B00878R 0200040001-0 


oe RR RRR PRET AEC SR PEERS SECURES 27ers Ps eA ears hoe SGAFEPESP EL 


4 Req. Pe 
Complete 
Ass'y. 
(4/Sys.) 


1 Req. Per 
Ass'y. 
(4/Sys.) 


1 Req. Per 
Ass'y. 
(4/Sys.) 


2 Req. Per 
Ass'y. 
(8/Sys.) 


eee 


EQUIPMENT 


ssl? NE! leone 10960000 pas om an SHEET 62 oF SHEETS 


- PARTS DATA LIST 
eee PARTS ATA LIST 
3 4 5 6 7 8 9 


ee ee ee eee ees ——_— an on a 
CIRCUIT | CONTRACTOR'S [ACTUAL MFG. : : ITEMS PER | RECOMMENDED quan. | JAN TYPE 


EQUIPHENT PER EQUIPMENT 1 


ROLLER Assembly (Cont'd, ) MP10697 Ramo- R-W Dwg. 2 Req. Per 

0, 315-in, -dia hole through » Wooldridge} 50401526 Ass'y. 
axis, arda ball- bearing (8/Sys.) 

assembly pressed into each : 

end, | 

SHAFT, Roller. Made from MP10707 | Rario- R-W Dwg. 1 Req Per 

steel, Over-all dimensions rs Wooldridge | 50401531 Ass'y, 

1,343 in. lg x 0.125 in. dia. (4/Sys.) 

One end threaded 2-56 NG-2 
one end slotted 0,030 in. 

wide x 0.050 ir deep, and 

1,156 in. of length 0.125 in, 
dia, Blackened, 

CENTER SPACER, Spool. MP10709 Ramo- R-W fea om 1 Req. Pe 

Made from steel, Over-all Wooldridge} 5040152 As3'y. 

dimensions 0,250 in. dia (4/Sys.) 

0.082 in. thick, A 0.180-in, 

dia nub, and a 0.126-in. -dia 

hole drilled through axis, 

Blackened. 

END SPACER, Spool. Made MP10703 Ramo- R-W Dwg. 2 Req. Per 

from steel, Over-all dimen Wooldridge} 50401529 Ass'y, 
sions 0,.180-in. dia x 9.017 | (8/Sys.) 

in, thick. A 0.126-in. -dia 

hoie drilled through axis. 
Blackened a ; 

| 272. PLUNGER, Made fzom ~ MP10657 Kamo- R-W Dwg. 1 Req. Per 
steel. Over-all dimensions Wooldridge 50401538 Ass'y. 


rounded edge at one end, an 

uadeccut to 0,093-in. dia 

0.03 in. from other enfipproved For Reldase 1999/09/08 : 
Chrome plated. 


(4/Sys. ) ' 
IA-RDP81B RO000200040001- 


1.290 in. lg x €.124 in. dia, ; \ 


EQUIPMENT (NOMENCLATURE) . of Po Rabaek f88s O70" 7 A-RDP81B00878R000200040001-0 ee ee SHEET 63 OF SHEETS 
NAME OF CONTRACTOR Ramo- Wooldridge Corp CONTRACT R-W Project 5021 PARTS DATA LIST 
| 2 3 a 5 6 7 8 9 
JITEM NO. COMPLETE CESCRIPTION OF ITEM CIRCUIT FT CONTRACTOR’S | ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
: SYMBOL | STOCK NO. OF ITEM . STOCK NO. [EQUIPMENT] PER EQUIPMENT 
273 | SPRING, Plunger Return. MP10655 Ramo- R-W Dwg. 1 Req. Per 
A coil spring consistiug of . Wooldridge | 50401540 Ass'y. 
18 coils of 0, 012-in. -dia (4/Sys.) 
music wire, Over-all 
dimensions 0.60 ia. ig x 
‘0.180 in. dia. Blackened. 
274 | REEL GUIDE MOUNTING PLATH MP1071Z2 ~| Ramo- R-W Dwg. 3 Req. Per 
},AND RETAINER SPRING ASSEM- Wooldridge | 50401002 Complete 
(BLY (fype 1). Over-all dimen- | Ass'y. 
|sions 0. £50 in. ly x 0.640 in. (3/Sys.) 
|wide x 0.940 in. high. Consists 
|of the following replaceable parts 
{and assemblies: 
275. | . MOUNTING PLATE Assein- | MP10704 Ramo- R-W Dwg. 1 Req. Per 
bly. Over-all dimensions Wooldridge | 50401533-1 Ass'y. 
0.875 in, Ig x 0.640 in. wide ; “|. (3/Sys.) 
x 0.940 in. high. Consists 
| . ofa plate, spring post, a 
“| reel-stop pin, .and a plate- 
mounting pin. Blackened. 
276 SPRING, “Accoil spring con: MP10652 ‘| Ramo- IR-W Dwg. 1 Req. Per 
sisting: of 7 coils of 0.029-inJ- Wooldridge | 50401536-1 Ass'y. 
dia'music. wire. .One end | . (3/Sys.) 


‘coil extended tangentially 
G.50 in. ,. and one end coil 
extended tangentially 0.7€. - 
in. at angle of 80° with other 
end. Blackened: a 


Approved Hor Releasq 1999/09/08 : CIA-RDP81B00878R0G0200040001-0 


EQUIPMENT 


(NOMENCLATURE pprovRd PU Rel QEe Tsetse CIA-RDP81B00878R000200040001-0 


NAME OF CONTRAST OF Ramo- es Corp CONTRACT. R-W a 5021 


Pica 


280 


Ls NO. COMPLETE DESCRIPTION OF ITEM 


[REEL GUIDE MOUNTING PLATH 


AND RETAINER SPRING ASSEM# 
Over-all dimen- | 


BLY (Type 2). 
sions 0,850 in. lg x 0. €40 in. 


wide x 0.940 in. high. Consists 
of the following replaceabie partg 


and assembles: 


MOUNTING PLATE Assem- | 


bly. Over-all dimensions 
x 0.940 in. high. Consists 
of a plate, spring post, a 
reel-stop pin, and a plate-~ 
mounting pin. Biackened. 


SPRING. 


dia.music wire. .Qne end- 
coil extended tangentially 

0,59-in.,, and.one erd coil 
extended ‘tangentially 0. 70 


in. at angle of 80° with othex| 


end. Blackened, 


| PRINTED CIRCUIT BOARD ANDI] 
| COMPONENT ASSEMBLY. 
i Over-all dimensions 10, 906 in. 
| lg x 10.327 in. wide x 1. 50 in. 

| high. This Assembly includes 
| the following replaceable elec-: 
| trical parts: 


Approveg 


0,875 in, lg x 0.640 in. widd 


A coil spring con=| 
sisting of 7 coils of 0,029-inJ- 


) CIRCUIT | CONTRACTOR'S | 
} SYMBOL STOCK NO. 


MP10713_ Ramo- R-W Dwg. 1 Req. Per 
Wooldridge; 50401002 Complete 
| Ass'y, 
| (1/Sys.) 
| 
| MP10706 | Ramo- |R-W Dwg. |1 Req. Per 
| Wooldridge} 50401523-2 | Ass'y. 
: , (1/Sys. ) 
MP10653 Ramo- _|R-W Dwg. 1 Req. Per 
Wooldridge! 50401536-2 Ass! 
(1/Sys.) 
MP10001 | Ramo- IR-W Dwg. [l Req. Per 
Wooldridge | 50405013 | Complete 
4 i ASS 'y. 


(1/Sys.) 


For Release 1999/09/08 : CIA-RDP81B00878R000 01-0 | 


ACTUAL MFG. | Mes. TYPE OR ITEMS PER RECOMMENDED QUAN. 
OF ITEM _ STOCK NO. | EQUIPMENT 


SHEET 64 oF SHEETS 
PARTS DATA LIST 

9 

JAN TYLE 


PER EQUIPMENT 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 65 OF SHEETS 
NAME OF CONTRACTOR. Ramo- Wooldridge Corp CONTRACT. RW Protect 902) 0 PARTS DATA ST ae 
2 3 4 5 6 7 8 9 


CONTRACTOR'S [ACTUAL MFG. 
OF ITEM 


El. Menco 


MFG. TYPE OR J ITEMS PER | RECOMMENDED QUAN, JAN TYPE 
STOCK NO. , EQUIPMENT PER EQUIPMENT 


CM-35-103 8 


CaRCUuIT 
SYMBOL | STOCK NO. 


MP30033 


aaua eee DESCRIPTION OF ITEM 


CAPACITOR, fixed, silver mice, 
C. 813 in. lg x 0. 813 jn. wiae x 

0. 344 in. thick, 0.01 mfe, + 1%, 
500 vdew a 


Same as C701 | C702 { 


CAPACITOR, fixed, paper - C703 MP3C034 | Aerovox 
dielectric, 0.400 in, lg x 0.750 

in. dia, 0.047 mfd, + 26%, 600 

vdew, -55C to +100C operating 

temperature 


P123ZNG 4 


° 


CAPACITOR, fixed, paper C704 MP30C4r ‘Aérovox Pl23ZNG g 
dielectric, 0.235 in. lg x 0.562. 

in. dia, 0.01 mfd, + 20%, 400 

vdew, -55C to +100C orerating 

temperature 


284 


285 Same as C704 C705 


EAS SERENE EY SEIT TT 


CAPACITOR, fixed, flat disc C706 MP30012 Erie 821-. 01 4 
| ceramic, .750in. dia, 0. 0i mfd, 
| 690 vdew 


286 


287 Same as C701 , - C709 
288 Same as C701 ©710 
289 Same as €703 C7 


296 Same as C704 C712 


291 Same as C704. Approved Fdr Relebse 1999/09/08 : CIA-RDP81B00878R000888040001-0 


29? Same as G706 C714 


EQUIPMENT 
(NAME OF CONTRACTOR 


it 

293 
294, 
295 
256 — 
297 
298 
299 
300 
301 
302 
303 
304 


305 


306 


Same 
Same 
Same 
Same 
Same 
| Same 
Same 
Same 
} Same 
| Same 
| Same 


Same 


(NOMENCLATURE )Appraddd Fb? R&Ease1959706/08 : CIA-RDP81B00878R000200040001-0 | SHEET. 20s vk 


as C701 
as C701 
as ©703 
as C704 
as C704 
as C706 
as C701 
as C701 
as G703 
as C704 
as C794 


as C706 


Ramo- Wooldridge Corp CONTRACT R-W Project 5021 


3 


C717 
C718 
C719 
C720 
G72 
G722 
C725 
C725 
C727 
C728 
C729 


C730 


| CAPACITOR, fixed, hermetically C732 
sealed, 0.750 in, lg x 0.175 n. 
dia, 0.0047 mfd, + 10%, 100 vdc 

| +125C to -55C operating temper- 


ature 


CAPACITOR, fixed, hermetically, C733 
sealed, 0.875 in. lg x 0.312 in. 

dia, 0.022 mfd, + 10%, 100 vdew 

+125C to -55C operating temper- 


ature 


Approved For Relea 


4 5 


plan nad idea Eso 

2 6 7 8 
COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR [ITEMS PER | RECOMMENDED QUAN. 
ee SYMBOL |]STOCK NO. OF ITEM STOCK NO. | EQUIPMENT] PER EQUIPMENT 


MP30065 Hopkins HY -THERM l 
: 1K1472K 
MP38955 Hopkins HyY-THERM 1 
1K1223K 
quu=™®> 


1999/09/08 : CIAF-RDP81B00878RQ00200040001-0 


SHEETS 


PARTS DATA LIST 


9 


JAN TYPE 


EQUIPMENT  (NOMENCLATURESPProverdion Rplemsest#9%/@AVPd : CIA-RDP81B00878R000200040001-0 SHEET 67 oF SHEETS 


aa OF <onteacres Ramo- ee Corp <et R-W ee 5021 rARts DATA LIST 
9 
SYMBOL [STOCK NO. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT . 
307 CAPACITOR, fixed, sub-minia-]| C734 MP30006 Mallory 


ture electrolytic, 0.375 in. lg x 

1 0.219 in. dia, 6 mfd, 40 vdew, 
+185C to -55C operating temper- 
ature 


398 | CAPACITOR, fixed, sub-minia-| C735 MP30005 Mallory TAP 
ture electrolytic, 0.375 in. lg x 
0.219 in, dia, 2 mfd, 100 vdew, 
+85C to -55C operating tempera 


| ture 
309 Same as C735 C736 
310 CAPACiTOR, fixed, paper-di- C737 '-MP30030 Aerovox P1Z3ZNG 2 


electric, 0.312 in. lg x 0.75 in. 
dia, 0.10 mfd, + 20%, 200 vdew, 
+100C to -55C operating temper- 
ature 


3 CAPACITOR, fixed, sub-minia-| C740 MP30044 Sprague Vitamin Q 1 
ture paper-dielectric, 0.6865 in. 
lg x 0.175 in. dia, 0.0047 mfd, 
100 vdcw, +85C to -40C operat- 
ing temperature 


312 CAPACITOR, fixed, paper-di- CT4l | MP30019 Aerovox P123ZNG 1 
electric, 0.175 in. Ig x 0.438 in. 
dia, 0.01 mfd, + 20%, 290 vdcw, 
+100C to -55C operating temper- 
ature 


313 CAPACITOR, fixed, flat disc C743 MP30041 Erie 817-. 02 


ceramic, 19/32 in. dia, ApProved For Releage 1999/09/08 : CIA-RDP81B00878R000200040001-0 
mfd, 600 vdcew 


EQUIPMENT (NOMENCLATURE) — MP10737 OF SYSTEM hoo noiog. cia. RDP81B00878R000200040001-0 _ SHEET 68 oF SHEETS 


NAME OF CONTRACTOR _ Ramo- aes Corp CONTRACT 'R- W pes 5C21_ , _ PARTS DATA. LIST _ 
Z 2 
rein [comers DESCRIPTION OF ITEM ITEMS PER [RECOMMENDED QUAN.| JAN T°PE 
| SyMBOL STOCK NO. (OF ITEM STOCK NO. SQUIEMENT PER EQUIPMENT 
| 314 | CAPACITOR, fixed, silver mica] C744 MP30028 Ei Menco | CM-30-622 


13/16 in, lg x 13/16 in. wide x 
| 9/32 in. thick, 6200 mmf, + 1%, 
| 500 vdew, +125C to -55C operat- 
| ing temperature 


315 | Same as C737 | C745 

316 | Same as €743 C746 

317 | Same as C743 C749 

318 CAPACITOR, fixed, silver mica] ©750 MP30017 El Menco DM-19-152 4 


0.625 in. lg x 0.406 in. wide x 
0.156 in. thick, 0.0015 mfd, + 5% 
500 vdcew, +125C to -55C operat- 
ing temperature 


319 | Same as C750 C751 

320 Same as C750 C752 

321 Same as C750 C753 

322 CAPACITOR, tantalum, dry C754 MP30003 General 29F 447 
electrolytic, polarized, U. 875 in. . Electric 


Ig x 0.28lin. dia, 4 mfd, 150 
vdew, +85C to.-55C Sper eine 


temperature 
323 | Same as C754 © C755 
324 | CAPACITOR, fixed, sub-minia- | ©756 MP30007 Mallory TAP 3 


ture electrolytic, 0.375 in. lg x 
0.219 in. dia, 20 mfd, 10 vdew, 
| +85C to -55C operating tempera- 
ture 


325 | Same as C743 C757 
-Approved Hor Release 1999/49/08 : CIA-RDP81]800878RQ992000H0001-0 


334 


335 


331 
332 
| 333 


App OVEd f.O 


fe) 


CAPACITOR, fixed, tantalum, C762 
dry electrolytic, polarized, 2.125] .° 
in, lg x 0.375 in. dia, 100 mfd, 

50 vdew, +85C to -55C operating 
temperature 


CAPACITOR, fixed, ceramiz- C7653 
disc, C. 250 in. dia, 0. 0c08s mfd,- 
600 vdcw 


Same as C763 C764 
Same as C763 C765 


COIL, toroid wound, plastic en- 
capsulated, 0.813 in. lg x 0. 813 
in. wide x 9,375 in. thick, 10 mil 
lihenries 


COIL, toroid wound, plastic en- 
capsulated, 0.313 in. lg x 0. 813 
in, wide x 0.375 in. thick, 50 mil 
ihenries 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 
NAME OF CONTRACTOR Ram 
2 —_ 
ITEM NO. COMPLETE DESCRISTION OF ITEM 


Core CONTRACT 


PRD R00020004000 
ec 5021 
4 5 6 

MFG. TYPE OR 
STOCK HO. 


General GE2SF410 


MP30004 

Electric 
MP30102 i Erie 831-801 
MP40004 Hycox EM-14P 
MP40612 '  Hycor _ &M-14P 


se 1999/09/08 : |A-RDP81B00878 000200040001- 


7 
ITEMS PER [rec 


EQUIPMENT 


a>) 


™N 


OMMENDED QUAN. 


9 
| JAN TYPE 


FER EQUIPMENT 


OF SHEETS 
PARTS DATA LIST 


| EQUIPMENT (NOMENCLATURE), MBINT32. OES YSdaRNids ; cia-RDP81B00878R000200040001-0 SHEET 70 oF SHEETS 


NAME OF CONTRACTOR Ramo- Wooldridge Corp. CONTRACT R-W Project 5021 PARTS DATA LIST 
| 1 ss . 2 _ 3 4 5 6 . ? 8 9 
ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S ACTUAL MFG. MFG. TYPE OR [ITEMS PER RECOMMENDED QUAN. JAN TYPE 
aa | . 2 SYMBOL STOCK NO, OF iTEM STOCK NO, EQUIPMENT]! PER EQUIPMENT . 
| 336 | Same as L701 L703 

337 | Same as L702 L704 

338 COIL, toroid wound, plastic L705 MP40020 Rayco 1923-2 1 


| encapsulated, 1.500 in. dia x 
| 0.625 in. thick, 1 henry, +2% 


339 TRANSISTOR, silicon, junction, | Q701 MP 50001 | Texas 903 3 
0.315 in. lg x 0.405 in. wide x ‘nstrument 
0.210 in. thick, 3 leads 1,50 in. 


lg 


340 | Same as Q701 Q702 
341 | Same as Q701 Q703 


342 TRANSISTOR, silicon, junction, Q704 MP50002 | Texas 951 3 
0.637 in. lg x 0.429 in. wide x Instrument 
0.274 thick overall, 3 leads 1.50 
in, lg 


"343 Same as Q704 Q705 
344 Same as @704 Q706 


345 RESISTOR, fixed, composition, R701 None Ailen- EB 1 
value selected on basis of Biadley 
equipment performance, + 5%, 
1/2 watt ae 


346 RESISTOR, fixed, composition, R702 None AlVen- EB 1 
‘| value selected on pasis of Bradley 
equipment performance, + 5%, 
1/2 watt — Approvdd For Relepse 1999/09/08 : CIA-RDP81B00878R000200040001-0 ue 


EQUIPMENT 


(NOMENCL ATU RE AppreVedl P6P R&R SeM999106/08 : CIA-RDP81B00878R000200040001-0 


NAME OF CONTRACTOR Ramo- aoe Corp CONTRACT n R- -W Project 5021 a 


TEM NO. COMPLETE DESCRIPTION. OF ITEM 


348 


349 


350 


351 


352 
353 


354 
355 


356 


357 © 


| RESISTOR, fixed, 
| value selected on basis of 


| RESISTOR, fixed, 
| 1000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
190, 000 ohms, + 5%, 1/2 watt 


| RESISTOR, fixed, wire-wound, 
| 1500 ohms, + 1% 


| RESISTOR, fixed, wire-wound, 
| 330C ohms, +1% 


composition, 


equipment performance, + 5%, 


[1/2 watt 


| RESISTOR, fixed, composition, 


220, 000 ohms, + 5%, 1/2 watt 


Same as R703 


RESISTOR, fixed, composition, 


5100 ohms, + 5%, 1/2 watt 


| Same as R707 


compositior, 


RESISTOR, fixed, composition, 


22,060 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, S72 wal OV d FoF Relqa ase > MEAGRE - 


10,000 ohms, + 5%, 1/2 wa’ 


CIRCUIT. 


ONTRACTOR' S [ACTUAL MFG. 


SYMBOL STOCK NO. 


R793 


R704 


R705 


R706 


R707 


R708 
R709 


R710 
R71 


R712 


MP20296 


MP20035 


MP20036 


None 


MP20101 


MP20116 


MP20326 


MP20368 


5 


OF ITEM 
Allen- 
Bradley 


Hycor- 


Hycor 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 
Bradley 


Allen- 


Bradley 


Allen- 
Bradley 


AARBPE B00878 
radiey 


6 


R0002068#0001-¢ 


SHEET 71 oF SHEETS 
PARTS DATA LIST 


Z 8 an 9 


| MEG. TYPE oR [ITEMS PER [RECOMMENDED QUAN. JAN TYPE 
| STCCK NO. |EQUIPMENT| PER EQUIPMENT 
EB RO2GFIO4I 
5 
3 
EB I 
EB RG20GF224J 
EB RC20GF5123 
EB. 8 | | RC20GF102I 
EB - RCZ0GF2233 
RC2ZOGF103J 


360 


“361 


382 
3€3 
364 


ITEM NO.[COMPLETR. DESCRIPTION OF ITEM 


Same as R712 


EQUIPMENT (NOMENCLATURE), MEd4-G ROEASS PEO - CIA-RDP81B00878R000200040001-0 _ 


el 


| NAME_OF CONTRACTOR Ramo-Wooldridge Corp.CONTRACT _R-W Project 5021 


2 os 3 4 S _6 


c:rcuiT | CONTRACTOR'S [ACTUAL M&c. | MFG. TYPE OR 
1, STOCK NO. 


i 

3 
RESISTOR, fixed, composition, | 715 EB 
2209 ohms, + 5%, Ve watt 
RESISTOR, fixed, composition, R719 EB 
value selected on basis of | 
equipment performance, + 5%, 
1/2 watt 
RESISTOR, fixed, compesitien, R720 EB . 
value selected on basis of “7 Bradley 
equipment performance, + 5%, 
1/Z watt 
Same as R703 R721 : 
Same as R704 R722 
Same as R705 R723 | 
RESISTOR, fixed, composition, R724 None Allen- — EB 
velve selected on basis of Bradley 
equipment pexformance, + 5%, 
1/2 watt | 
Same as R707 . R725 
Same as R703 7 R726 a 
Same as R709 . R727 . 
Same as R707 _ R728 
Same as Ri71z - Approvell F8r'Réledse 1999/09/08 : CIA-RDP81B00878H000200040001-0 


SHEET 72 OF SHEETS 
PARTS DATA LIST 
7 8 . 9 


ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
EQUIPMENT |. PER EQUIPMENT 


RC20GF 2223 


g 


EQUIPMENT 
NAME OF CONTRACTOR Ramo- Wooldridge Corp. CONTRACT 


“Same as R713 


2 


ITEM NO} COMPLETE DESCRIPTION OF ITEM 


PREIS: oi te 


Saine as R711 
Sane as R713 
Sarme as R712 


Same as R715 


RESISTOR, fixed, composition, 


9100 ohms, + 5%, 1/2 watt 


Scme as R737 

Same as R703 

Same as R704 

Same as R705 

RESISTOR, tixed, composition, 
value selected on basis of 
equipment performance, + 5%, 
‘1/2 watt ee 
Same as R707 


Same as R703 


“4 Same as R709 


Same as R707 
Same as R712. 


Same as R71 


Same as R712 


3 


CIRCUIT | CONTRACTOR'S TACTUAL MFG. | MFG. TYPE GR JITEMS PER [RECOMMENDED QUAN. 
_ STOCK NO. 


SYMBOL 
R730 
R731 
R732 
R733 


R737 


R738 
R739 


R740 | 


_ *R74 
R742 


R743 
R744 
R745 
R746 
R747 


| R748 


R740 


4 


STOCK NO. 


MP20191 


(NOMENCLATURK proved Fa? ReleS8S $900/08)08 1 CIA-RDP81B00878R000200040001-0 


R-W Project 5021 


5 


Sogles ee 


Allen- 
Bradley 


Allen- 
Bradey 


6 


EB 


EB 


Approved|FoRRditage 1999/09/08 : CIA-RDP81B00878R 00200040001-0 


ed 


7 


EQUIPMENT 


SHEET 73 
PARTS DATA LIST 


8 


FER EQUISMENT 


SHEETS 


JAN TYPE 


RC2CGF9I1ZI 


EQUIPMENT — (NOMENCLATUREQ, . MPLOZ RL OE Siggd/58b4 - CIA-RDP81B00878R000200040001-0 SHEET 74. oF SHEETS 
NAME CE CONTRACTOR Ramo-Wooldridge Corp CONTRACT R-W Project 5021 PARTS DATA. LIST 
_NAME OF CONTRACTOR Ramo-Weoldridge Corp CONTRACT R-W Pro 


é 3 4 5 5 7 8 9 
: , —_ = eae pa ee ec : 
eM No.| COMPLETE DESCRIPTION OF IVEM CONTRACTOR'S Jactuat MFG. | mre. TYPE OR [STEMS PER [RECOMMENDED QUAN. JAN TYPE 
. SYMBOL Bee NO. OF ITEM STOCK NO. |EQUIPMENT] PER EQUIPMENT 
joame as R715 


399 RESISTOR, fixec,. composition, R755 MP20158 Allen- EB RCO20GF1253 
12,000 ohms, + 5%, 1/2 wate Bradley. | | 
1 
| 391 : as R755 Ri56 | | , 
2 392 |Saime as R703 R75? ‘, 
393 Same as R704 R758 
394 Same as R705 | R759 
395 RESISTOR, fixed, composition, R760 None - “Allens | 1 ms 
value selected on basis of eyuip- Bradley 
ment pesformance, + 5%, 1/2 
| watt 
39€ |Same as R797 | R761 
337 |Same as R703 | R762 
>) 398 |Sameas R709 | R763 | 
399 |Same as 2707 | R764 | | 
400 issede as R722 R765 
401 Same as R711 R756 
402 Same as R713 — R767 
403 |Same.zs R712 R768 
404 Same as R715 | R769 - 
130, 000 ohms, + 5%, 1/2 — For ‘Pele se 1999/09/08 : CjA- ew 1 i Pier one 


405. pea fixed, composition, 


EQUIPMENT (NOMENCLATURE MP10737 OF SYSTEM 1. SHEET 75 oF SHEETS 


NAME OF CONTRACTOR Ramo-Wooldridge CorpCONTRACT — R-W Project 5021 PARTS DATA LIST 
| 2 3 4 5 6 rs 8 9 
: jITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR JITEMS PER | RECOMMENDED QUAN. JAN TYPE 
ie SYMBOL |STOCK NO. OF ITEM | STOCK NO. [EQUIPMENT PER EQUIPMENT £:, 
| 406 |RESISTOR, fixed, composition, | R774 MP20167 | Allen- EB RC20GF3033 
| 30,000 ohms, + 5%, 1/2 wait | Bradley _ f 
407 |Same as R703 | R775 
408 |Same as R715 R776 
409 |RESISTOR, fixed, ccmposition, RI77 MP29115 Allen- EB 1 RC20GF132J 
(1300 chras, + 5%, 1/2 watt , | . Bradley 
410 j|RESISTOR, fixed, composition, R778 None Allen- EB 1 
| value selected on basis of equip- | Bradley ; 
jment nerformance, + 5%, 1/2 
| watt ~ 
411 |Same as R703 | R779 
412 Same as R713 R780 
413 |RESISTOR, fixed, composition, | R781 MP20105 | Allen- EB 1 RC20GF9LLI 
910 ohms, + 5%, 1/2 watt | Bradley ’ 
414 |Same as R712 | R782 
415 |Same as R709 | R783 
416 |Same as R712 . R784 
| 417 Same as R713 = R785 
418 ‘|RESISTOR, fixed, composition, | R788 MP20177 | Allen- _ EB 1 : RC20GF393I 
. 39,900 ohms, + 5%, 1/2 watt Bradley 
419 {Same as R703 R789 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


| EQUIPMENT 
N EC RACT 


AME _OF CONTRACTOR Ramo-Wcoldridzge Corp CONTRACT 


rn 


ITEM “ 


420 


421 


426 


427 


423 


429 


430 


COMPLETE DESCRIPTION OF ITEM 


(NOMENCLAT URéprovedMF ei Relda Fl SI9{0PM 81: CIA-RDP81B00878R000200040001-0 


3 


a a Si 


Same as R7ll 


RESISTOR, fixed, composition, 
100 ohms, + 5%, 1/2 watt 


Same as R703 


RESISTOR, fixed, composition, 
47,000 ohms, + 5%, 1/2 watt 


Same 2s R703 


RESISTOR, fixed, composition, 
2009 chms, + 5%, 1/2 wate 


RESISTOR, fixed, coraposiiioa, 
1) ohns, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
value selected or basis of equip- 
ment performance, + 5%, 1/2 
watt 


Same as R791 


RESISTOR, fixed, co:nposition, 
value selected on basis of equip- 
meat performance, + 5%, 1/2 
watt 


RESISTOR, fixed, composition, 

value selected on basis of equip- 

ment ferformance, + omnes 
tt 


“twa 


R792 


R793 


R790 


R797 


R798 
R799 


R301 


r Releas 


MP20192 


MP20379 


MP20104 
MP26163 


Nere 


None 


None 


1999/09/08 : CIA- 


R-W Project 5021 
5 6 


MFG. TYPE OR 
STOCK Ho. 


Alien- 


Allen- 


Allen- 
Bradl2y 


Allen- 
Bradiey 


EB 


Allen- 
Bradley 


Allen- EB 


Bradley 
DP81B00878R0Q0200040001-0 


SHEET 76 


—. 


OF 


t ee eee 


trEMS PER |RECOMMENDED CUAN. JAN TYPE 
EQUIPMENT | PER EQUIPMENT 7 
4 RC 2OGFIO.S 


, SHEETS 


_____ PARTS DATA LIST _ 


RC20GF473J 


RC20GF2u2J 


RC2Z0GF100J 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 7? oF SHEETS 


ariee G2r raat: DATA LIST 


nae OF CONTRACTOR sea bonlatG eis CONTRACT R- 
9 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S | ACTUAL MFG. MFG. TYPE OR /ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


RESISTOR, variable, composi- MP20072 Bourns 120-15-20, 000 
tion, 1.250 in. lg x 0. 313 in. 

high x 0.280 in. wide, 20,000 

ohms max, + 20%, 0.2 watt 


Same as R791 

Same as R802 

Same as R791 

RESISTOR, fixed, wire-wound, MP20003 Sprague Blue Jacket 

30 ohms, + 5%, 3 watt 

Same as R806 | 

Same as R806 

Same as R806 

RESISTOR, fixed, composition, | MP20180 RC20GF3633 
36, 000. ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, MP20026 RC41GF133I 
13,000 ohms, + 5%, 2 watt 
Same as R707 
Same as R71] 

| RESISTOR, fixed, composition, | . MP20375 RC20GF474 
470,000 ohms, - 5%, 1/2 watt , 


Same as R707 


Approved For Releage 1999/09/08 : CIA-RDP81B00878R)00200040001-0 


Dp roved e A os 


EQUIPMENT (NOMENCLATURE vP10737 OF SYSTEM 1. SHEET 78 oF SHEETS 
} Peleace 1999/09/08 - RDP81B00878R000200040001-0 


Approved For Release 1999/09/08 : C/A-RDP81B00878R000200040001-0} 


NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT | R-W Project 5021 PARTS DATA LIST 
|! 2 3 4 5 6 7 8 9 
poe COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. MFG. TYPE OR JAN TYPE 
| | SYMBOL |STOCK NO. | OF ITEM STCCK NO. |EQUIPMENT| PER EQUIPMENT | 
| 445 | Same as R712 R821 | 

446 | Same as R707 ; | R822 
447 | Same as R711 R823 
448 | Same as R8i9 | R824 
449 | Same as R707 | R825 
450 | Same as R712 R326 
451 | Same as R707 | R827 
452 | Same as R7U R828 
453 | Same as R819 R829 | : 
454 | Same as R707 | R830 | 
455 | Same as R712 | R831 | 
456 | ELECTRON TUBE, sub-minia- | V701 MP45001 | Raytheon | 612 12 | 
f ture , i 
457 | Same as V701 V702 
458 | Same as V701 | v703 
459 Same as V701 | V704 
460 | Same as V701 | 705 | 
461 | Same as V701 — E v706 
462 | Same as V701 v709 , 
463 |Same as V701 | W710 
| - : 


EQUIPMENT (NOMENCLATURE) MP10737 OF SYSTEM 1 SHEET 79 oF SHEETS 
NAME OF CONTRACTOR Kamo! WRIOMBA OBE tEUSAPP GRP RAE T Ro WP PARTS DATA LIST 


I 2 3 eee 4 _ 5 6 _7 8 S$ 
CIRCUIT | CONTRACTOR'S [ACTUAL MFO. l ure. TYPE OR [ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
| SYMBOL _|STOCK NO. | OF ITEM | STOCK NO. |EQUISMENT| PER EQUIPMENT 
Same as V701 V7u , 
465 Same as V701 
466 Same as V701 
467 Same as V701 
466 | CRYSTAL, enclosed in hermetic- MP65501 Heemco 8J20SS 1 
ally sealed can, 3.250 in. lg x 
1. 250 in. dia, octal base mount- 
ing, 1.000 kc 
Seep 


Appro d For Relpase 1999/09/08 : PIA-RDP81B0087BR000200040001 


EQUIPMENT (NOMENCLATURE)  MP10406 OF SYSTEM 1 


[ NAME_OF CONTRACTOR Ramiro ar Rees OMT RDRE PO REPU SRT REBOOT — 


469 


470 


471 


(aes COMPLETE DESCRIPTION OF ITEM. 


| MP10406 COMPLETE ASSEMBL 


) able: 


2 


Over-all dimensions 4.56 in. lg 


[x 3.50 in. wide x 2,46 in. high. 
| MP10406 engraved on nameplate. 


Consists of tne following replace 
able parts and assemblies: 


CASE ASSEMBLY. Formed from 
0,032 in. shect aluminum. Over 
all dimensions 4.47 in. lg x 3.41} 
in. wide x 2.03 in. high, four 
drilled and tapped mounting posts| 
Black-wrinkle finish. 


COVER-AND-CHASSIS ASSEM- | 
BLY. Over-al! dimensions 4, 56 
in. lg x 3.50 in. wide x 2.375 in,| 
high, Cover formed from 0.032 
in, sheet aluminum, drilled for 


‘mounting on the case assembly. 


Includes all electrical and mech-| 
anical components, two perma- | 
nently-mounted and hermetically 
sealed jacks, and a gasket.. 


MP10406 engraved on nameplate. | 


Black-wrinkle finish, 


The following parts of the cover- 
and-chassis assembly are replac 


Approv dd For Relefse 1999/09/08 : GQAA-RDP81B00878R000200040001-0 


3 


CIRCUIT | CONTRACTOR'S | ACTUAL MFG. 
SYMBOL |STOCK NO. | OF ITEM 


UNIT 
‘ers 


t= 


4 


MP10406 


MP10139 


MP10080 


2 


Ramo- 
Wooldridge 


| Ramo-~ | 
Wooldridge 


Ramo- 
| Wooldridge | 


6 


MFG. TYPE OR 
STOCK NO. 


R-W Dwg. 
50403201 


R-W Dwg. 
59403209 


R-W Dwg. 
50403201 


F 


ITEMS PER | RECOMMENDED QUAN. 


EQUIPMENT 


1 Req. Per 
System 


1 Req. Per 
Complete 
Ass'y. 
(1/Sys.) 


1 Req. Per 
Complete 
Ass'y. 
(1/Sys.) 


SHEET 80 


OF 


SHEETS 


__PARTS DATA LIST 


8 


PER EQUIPMENT 


SNC 9 :. = 
JAN TYPE 


EQUIPMENT (NOMENCLATURE) MP10406 OF SYSTEM 1 SHEET 81 oF SHEETS 


Approved For-Rejease 1999/09/08-—CIA-RDPS1B0087SR00021904000 1-0 
NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT 53 he atotedatae PARTS DATA LIST 
{ an 3 4 5 6 © a2, f . 8 9 
. ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. | MFG. TYPE OR [ITEMS PER RECOMMENCED QUAN. JAN TYPE 
1 | ; SYMBOL | STOCK NO. _OF {TEM STOCK NO. [EQUIPIMENT| PER EQUIPMENT 
472 |CAPACITOR, fixed, paper-di- c40l MP30022 Sprague Vitamin Q J 
electric, 1,062 in. lg x 0. 562 in. 196P10494S4 


idia, 0.1 anfd, + 10%, 400 vdew 


473 ICAPACITOR, fixed, tantalum, C402 MP30008 Mallory XTH-25 2 
. |dry electrolytic, polarized, 1.25 
in, lg «x 0.375 in. dia, 25 mfd, 
1180 vdcw, +200C to -55C operat- 
ing temperature 


474 jSame as C402 C403 


| 475 |ICAPACITOR, fixed, tantalum, C404 MP30004 | General GE29F410 
dry electrolytic, polarized, 2.125 | lectric 


in, lg x 0.375 in. dia, 100 mfd, | 
50 vdew, +85C to -55C operating 


temperature 

476 {CAPACITOR, fixed, flat disc C405 MP30041 Erie 817=. 02 
ceramic, 0.594 in.. dia, 0.02 mfdj ; 
600 vdew 

477 |Game as C405 ‘| C406 

478 |CAPACITOR, fixed, flat disc C407 | MP30021 Erie | ; 80I-. 002 vA 


ceramic, 0.375 in. dia, 0.002 
mfd, 600 vdcew 


479 |Same as C407 | 6408 


Approved|For Releage 1999/09/08 : CI4A-RDP81B00878R900200040001-0 | | — 


EQUIPMENT (NOMENCLATURE) | MP 10400. OF Sigsdtevhd - cla-Rpps1B008 8R000200040001-0 SHEET 82. oF SHEETS 
a OF CONTRACTOR Ramo- seo Corpc <ourmact R-W — 5021 PARTS DATA LIST 
8 - wns 9 ee 
TEM NO. SOMEC ENS DESCRIPTION. OF ITEM CIRCUIT | CONTRACTOR'S JACTUAL MFG. | MFG. TYPE OR ITEMS. PER | RECOMMENDED QUAN. | JAN TYPE 
SYMBOL | STOCK NO. OF ITEM STOCK NO. eee PER FQUIFMENT | _ 
| DIODE, silicon junction, 1.183 inj CR401 MP55004 Tei IN335 
big x 0.437 in. wide; with solder- 
jlug anode connection, 10-32 
threaded cathode connection, and 
7/16 in, héxagonal eens 0.2 
amps dc. 
431 |Same as CR401 CR4C2 | 
482 |Same as CR401 CR403 | 
483 {Same as CR401 ee CR404 
484 | FUSE, 1.25 in, lg x 0.25 in. dia,| F401 ‘MP57001 Littelfuse 313003 , $25 
3 amps, 125 volt, slo-blo. 
485 | VIBRATOR, 1.50 in. dia x 2.75 G40l1 | MP65001 Airpax | A-500-24 |. cL 
in. high, octal base, 26.5 volts : 
de input. Circuit connections 
printed on top of case. 
| 486 | COIL, rf, solenoid wound, 0,598 L401 MP40009 Jeffers -10203-20 ~ of 
fin. Ig x 0.219 in. dia, 27 micro- : 
henries, + 10% ; 
487 |RESISTOR, fixed, composition, R401 | MP20381 Allen- ‘EB 2 RCG20GF200J 
[20 ohms, + 5%, 1/2 watt Bradley q 
| 488 |Same as R401 FR gO2 
489 |RESISTOR, fixed, composition, R403 | ™MpP20379 | Altlen- EB | RC20GF473I 
47,000 ohms, + 5%, 1/2 watt _ Bradley , 
| 490 {Same as R403 Approved FoRR@itabe 1999/09/08 : CIA-RDP81B00878RN00200040001-0 


EQUIPMENT (NOMENCLATURE rnproVed PGP RéRase 199gI0UIds ; CIA-RDP81B00878R000200040001-0 SHEET 83 9 oF SHEETS 
NAME OF CONTRACTOR Ramo-Wovldridge Corp CONTRACT R-W Project 5021 PARTS DATA LIST 
3 4 5 6 7 8 . 9 


ACTUAL MFG. ITEMS PERK | RECOMMENDED QUAN. JAN TYPE 
OF ITEM : 


MFG. TYPE OR 
ee PER EQUIPMENT 


CIPCUIT | CONTRACTOR'S 


ITEM NO.|COMPLETE DESCRIPTION OF ITEM 


SYMBOL | STOCK NO. STOCK NO. 


ee 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


491 TRANSFORMER, power, open- T7401 ; MEF70001 Magnecraft R-W Dwg. 
frame, 1.50 in, lg x 1,312 ir. high Electric Per! 50403214 | 
x 1,625 in. wide, 28-volt-center- R-W Dwg. 
tapped primary, 25C-volt-center- 50403214 | 
tapped secondary, six 5.0-in. -lg 
leads, color codea primary-brown 
with black center tap, secondary- 
red with orange center tap. 


EQUIPMENT 
NAME OF CONTRACTOR Ramo- Wooldridge Corp CONTRACT &-W Project 5021 


ITEM NO.|COMPLETE DESCRIPTION OF ITEM | CIRCUIT 
pe Se SYMBOL 


492 


493 | 


494 


MP630 


(NOMENCLATURE, ved For Release 1590/0808 : CIA-RDP81B00878R000200040001-0 


2 3 4 5 6 


CONTRACTOR'S JACTUAL MFG. MFG. TYPE OR 
STOCK NO. OF ITEM STOCK NO. 


MP63003 COMPLETE CABLE - wiz2z0ol MP63003 Ramec- ' (R-W Dwg. 
| ASSEMBLY. Over-all length . or Wooldridge | 50400002 
| °.94 in. Consists of the follow- | w1204 | 
| ing replaceable parts: 
CABLE, Coaxizl. Cver-all} |; MP63013 Ame ~ican 
dimensions 8.00in. Igs ~° | Phenolic 
0.242 in. dia. 93 ohms, 
PLUG, Goaxial. Over-all |P201 and) MP62014 American 31-012 
dimensions 0.9688 in. Ig x | P101 Fhenolic 
0.5625 in. dia, | RIGHT 
| or P10l 
| LEFT 


Approved For Relea be 4999/09/08 : CIA-RDP81B00878R00200040001-0 - 


1 Req. Per 
| Complete ! 


| (2/Sys.) 


[2 Req. Per| 
| Complete |}. 
|} Ass'y, 

| (4/Sys.) 


SHEET 84 oF SHEETS 
PARTS DATA LIST _ 
=; SaeTaenL « 9 
ITEMS PER |RECOMMENDED QUAN. JAN TYPE 
EQUIPMENT | PER EQUIPMENT 


RG-62/U 
Ass'y.. 


UG-260/U 


| eauieMeNt (NOMENCLATURE), MP63005 OF SYSTEM 1 SHEET 85 oF SHEETS 


a nee ey mn reer soeL : pemereeree 
NAM= OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT . BR: W Protect > 


_ PARTS DATA LIST 


| 2 3 4 5 6 = 8 2 
[gw ne fooapiare cessor REECE LACT OAL 7 eae RE ne cas : 
ITEM NG.PCOMPLETE DESCRIPTION OF ITEM [circu CONTRACTOR'S [ACTUAL MFG. | MFG. TYPE OR [reqs PER [ RECOMMe NOED Quan. | JAM TYPE 
| ; | SYMBCL_} STOCK NO. _[ OF ITEM - | STOCK NO. | EQUIPMENT) PEP ZQUIPMENT | 
. 495 | Mp63C05 COMPLETE CABLE’ | Wi2uz{ MP63CC5  |Ramo- |R-W Dwg. |1 Req. Pe 


ASSEMBLY. Over-all length i Wooldridge’ 50490003 System 
24.25 in, Consists of the follow 
ing replaceable parts: — | 
496 RECEPTACLE. Cver-all P10zZ | MP$2002 Winchester M7S-iS 53 Req. Per | 
dimensions 0.53lin. lg x RIGHT Complete 
0.562 in. wide x 0.781 in, land Pioz Acs'v. 
high. 7 pin receptacle. LEFT | (3/Sys.) 
4197 HOCD, Aluminum. Over- | MPO6201? | Winchester .M5-HI16 3 p.2q. Peel. 
ali dimensions 0,938 in. lg Cornplete 
x 0.655 in. dia. Hood has | Ass'y, 
- 0.250 in. cable opening. (3/Sys.) 
\ 


eee - 
. 
ELE TS ENTIAL OO TY ET IT TN REE AIS SY LA NR ERC CO RECA RD EY 


noorove For Release 1999/09/08 : _ 000200040001-0 


nce TNNNAEENNES {EMEP AS AACE ETE LO TIEN A LS ENTE ES I EE SECLL EITC AE SECT L OE IT ETE 


EQUIPMENT (NOMENCLATURE) PPravasesyodetsess 899 OB : CIA-RDP81B00878R000200040001-0 
NAME OF CONTRACTOR Ramo-Wooldridge CorpCONTRACT = R-W Project 5021 
De Ee /~ 


SHEET 86 oF SHEETS 
PARTS DATA LIST 


Mc 5 ey ee 
2 3 4 5 6 7 8 | S 
ITEM NO.J|COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFS. MFG. TYPE OR {ITEMS PER |RECOMMENDFD QUAN. JAN YYPE 
2 SYMBOL | STOCK NO. CF ITEM ~ |. STOCK NO. [EQUIPMENT] PER EQUIPMENT 


- MP63004 COMPLETE CABLE Wi203 MP63004 | Ramo- - | R-W Dwg. 1 Req. Per 
ASSEMBLY. Over-all Jength . Wooldridge 50400004 System 
of 60.250 in. Consists of the 
following replaceable parts: 

RECEPTACLE. Over-all | P103 MP62001 Winchester M4S.-LS {3 Req. Per] 
dimensions 0.594 in. lg x |RIGHT Complete 
0.4€9 in. dia. 4 pin land Pid3 Ass'y. 
receptacle. | LEFT (3/Sys.) 
jand P104 
HOOD, Aluminum. Over- | MP62016 | Winchester . M4-Hi4 3 Req. Per 
all dimensions 1.00C in. !g | Complete 
x 0.562 in. dia. Hocd has | Ass'y. 
N,219 in. cable opening. | (3/Sys.) 


PLUG, Connector Over- | P1201 
all dimensions 2.125 in. lg 

* 1.812 in, dia. Plug has 

14 contacts. . 


CLAMP, Gable. Over-ail 
dimensions 1,188 in. lg x 
1.375 in. dia, 


MP6201l “| American 
Phenolic 


MP63019 | American 
Phenolic 


| AM3106E-20- |1 Req. Per 
27P | Complete 
Ass'y. 
(1/Sys.) 


‘1AN3057-12A fl Req. Per 


. | Complete 
| Ass'y. 
(1/Sys. ). 


Approved} For Releage 1999/09/08 : CIA-RDP81B00878R D00200040001-0 - 


-AN3106E-20-27P 


AN3057-12A 


EQUIPMENT (NOMENCLATUREPProREHP 690 Relexses1299/8908 : CIA-RDP81B00878R000200040001-0 SHEET 87 oF Gueeee 


NAME OF CONTRACTOR Ramo-Wooldridge Corp CONTRACT R-W Project 5021 PARTS DATA LIST 
] 2 3 4 5 6 7 8 9 
ITEM NOJCOMPLETE DESCRIPTION OF ITEM CONTRACTOR'S ee TYPE OR | ITEMS PER RECOMMENDED QUAN, JAN TYPE 
SYMBOL {STOCK NO. OF iTEM - | STOCK NO. [EQUIPMENT] PER EQUIPMENT . 
503 MP63006 COMPLETE CABLE - | W1i1205; MP63906 Ramo- | R-W Dwg. 1 Req. Per] 


ASSEMBLY, Over-alllength |. | Wooldridge 50400005 System 
[22.5 in. Consists of the following 
replaceable parts: ; 


504 CONNECTOR, Rectangular. | P702 MP62008 Winchester | MRE2ZIS-G [1 Req. Per| j | Ul 21F 36/06RG 
Over-all dimensions 2.250- | | Gomplete | of 
in. lg x 0.375 in. wide x : Ass'y. 


0.859 in. high. Connector | | | (1/Sys.) 
has 21 contacts. | | 


contacts. . | (1/Sys.) 


Approved For Releage 1999/09/08 : CIA-RDP81B00878RD00200040001-0 | ‘ii 


505 HOOD, Connecter. Over -alll MP62013 Winchester | R-W Dwg. 1 Req. Per| : 
dimensions 1.556in. lgx  [ MRE 21H | 50401374-1]| Complete } 
2.250 in. wide x 0.438 in. | (Modified Per | | Ass'y, 
high. Two holes tapped 4-40) — ; R-W Dwg. | | (1/Sys. ) 
_NC-2. (For P702). | : 50401374-1 | | 
506 PLUG, Connector. Over-al | P1202 | MP62021 American |AN3106B-14S-/1 Req. Per| AN3106B-14S-~-5! 
dimeusions 1,688 in. lg x Phenolic | . .5P | Complete | 
1.156 in. dia. _Plug has 5 | | Ass'y. 
contacts, (1/Sys.) 
: bee } | 
"507 CLAMP, Cable. Over-all | MP62025 | American {AN3057-6A 1|2 Req. Per| AN3057-6A 
dimensions 1,078 in, lg x . Phenolic |}. |} Complete | 
0.938 in. dia. (For P1202 ° | Assty. | : 
and :P1204). ; | | (2/Sys.) 
508 |. PLUG, Connector, Over-all|- P1204 MP62015 | American | AN3106B-14S41 Req. Per| AN3106B-14S-2: 
dimensions 1,688 in. lgx | Phenolic _| 2P | Complete | 
1,156 in, dia, Plughas5 | _ | Ass'y. 


OF SHEETS 


| EQUIPMEN T (NOMENCL LATURE)pprdMEtROORARESE YOIORIUIOE : CIA-RDP81B00878R000200040001-0 


NAMG = OF CONTRACTOR Rar Ramo- ee Corp “TP SONTRACT R-W eS 5021 
me i ee 


cK NO 
MP63020 


RING, Bonding. O% Over-all - 
dim2nsicns 0.687 in, diaz. 
0.188 in. thick. (For P1204) 


tric aay. 


Ass'y. 
(1/Sys.) 


‘PLUG, Connector. Over- Pi2zc3 


all dimensions 1, 688 in. lg Phenclic -38P Cornpleie 
5) x 1,250 in. dia. Plug has 5 Ass'y. 
contacts. (l/Sys.) 


CLAMP, Cable. Over-atl MP63000 Ane rican AN3C57-8A fl Req. Per 

dimensions 1.125 in. ig x © Phenolic Complete 

1.062 in, dia. (For P1203). Ass'y. 
‘(1/Sys.) 


f For Release 1999/09/08 : EL 


MP52030 American AN3206B-265/]1 Req. Per 


_ PARTS DATA_LIST 


| 8 9 
ITEM NO, COMPLE TE DF re DESCRIPTICN OF ITEM. OF ITEM ees 2 ee ACTUAL ‘FG. iz TYPE OR J ITEMS PER {RECOMMENDED QUAN. iz vAN FYPE 
SYMBOL 1STO _OF ITEM on NO. | EQUIPMENT 


Cannon Etec. Elec) AN3ll-3 jl Req. Per 


IPMENT 
- AN3U1-3 


AN3106B-16S-8P 


AN3057-8A 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


PARTS-DATA LIST™ 
SECTION If 
GROUND-BASED EQUIPMENT 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


— 


~ 


EQUIPMENT (NOMENCLATURE) 


MP10565, COMPLETE ASSEM- 
“isY. Over-ali cimensions 
26.65 in, lg x 22.13 in. wide x 
1¢.68 in, high. Consists of a 
Case-and- Cover Assembly anda 
Front-Panel-ancd-Chassis Assem 
| bly. 


| The Gase-and-Cover Assembly 
includes the following replace= 
able parts and assemblies: 


513 GASE,. Made from aluminum. 
Over-all dimensions 24, 34 in. lg 
x 18.50 in. wide x 16.43 in. hin. 
A, rectangular bow, open en one 
end, Two cover latches on each 
side of open end, Two folding 
hand'tes on each side, and three 
tilter housings, oae on each side 
anc one on closed end. Slack 
wrinlle finish. 


~ 


314 LEG, Gase. Made trom alumi- 
num. Over-all dimensions 0, 250 
in, ig x1.0G0 in. cia. One 0.191 
in. dia hole drilled through axis 
and cvunter-dvilled 0,437 in. dia 
x.263 in, deep. Blackened. 


515 PLATE, Reinforcing, Made 
frem aluminum. Over-all 


dimensions 4, 8lin, lg x GO. €12 in,| | 


wide x 0.125 in, thick, One 0,39 
tin, dia hole 0,40 in. from each 
eud. Blackened, 


Approved 1 Release /1999/09/08 : CIA- 
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MP10556 OF SYSTEM 1 


STOCK NO. 


MPi0560 


MP10500 


MP10593 


MP10620 


} 


OF ITEM 


Ramo: 
Woodridge 


Ramnoe 
Wooldridge 


Ramo- 
Wooldriage 


Ramo- 
Wooldridge 


MFG. TYPE OR 


STOCK NO. 


R-W Dwg. 
50403337 


R-W Dvws. 
30403025 


R-W Dwg. 
50403022 


R-W Dwg. 
50493029 


DP81B00878R00)200040001-0 


R-W Project 50z1 
6 


EQUISMENT 


1 Req. Per| 
Compiete 
As3'y. 


4 Req. Pe 
Compiete 
Ass'y. 


4 Req. Pe 
Complete 
Ass'y. 


SHEET oy 


PARTS DATA 


8 


OF 


ITEMS PER | RECOMMENDED QUAN, 
PER tQUIPMENT 


—— a 


SHEETS 
LIST . 
g 


JAN TYPE 


SOT OV 


I 2 
ITEM NO.JCOMPLETE DESCRIPTION OF ITEM 


sheet aluminum, Over~all dimen 
sions 14,03 in. lg x 5,312 in. wide 
fx 1.00 in, high. A welded frame, 

lopen on one end. Blackened. 


. Alb FILTER FRAME. Made from 


517 FILTER CARTRIDGE, Made 
from glass-floss.fibers. Over- 
jall dimensions 14. 63 in. lg x 5,00 
lin. wide x 0.87 in, thick, 


518 JPMOUSING, Filter. Made from 

jaluminum, Ovex-all dimensions 
16.00 in. lg x 6, 8lin. wide x 1.43 
in. high. Rectangular shape with 
[3 groups of 6 louvers, Blackened 


519 |GASKET, Filter. Made from 
sheet cork and rubber. Rectang- 
tilar shape. Over-all dimensions 
15.94in. lg x 6.75 in. wide x 
0.03Z in. thick. Inside dimen- | 
jsions 15,12 in. lg x 5.93 in. wide. | 


520 {STANDOFF, Filter, Made from’! 
aluminum. Cylindrical shape. | 
fOver-all dimensions 1.255 in. lg | 
ix 0.500 in. dia. One 0.159-in.- | 


idia hole drilled through axis and 1 


tapped #10-32 NF-2 to depth of | 
i0.63 in. at each end. One 0.187-| 
jin, -dia hole drilled through dia- 
meter.0..63-in.. from one end. 
Blackened, 


-. Approved}For Releage 1999/09/08 : CI4-RDP81B00878R 


MP10566 OF SYSTEM 1. 


at? a \RHReiIRANnsS7eaennn nNNANNL ) SHEET 90 OF SHEETS 
RACT  -W Project 5021 oe ____ PARTS DATA LIST 
3 4 5 a 6 Tm ae 8 9 
CIRCUIT | CONTRACTOR'S |ACTUAL MFG. | MFG. TYPE OR |ITEMS PER [RECOMMENDED QUAN. JAN TYPE 
SYMBOL | STOCK NO. } OF ITEM - |. STOCK NO. | EQUIPMENT] PER EQUIPMENT 
MP10513 Ramo)- i R-W Dwg. 3 Req. Per 
Wocldridge | 50403040 Complete | 


| Ass'y. 


MP10234 | Burke RMS-1 13 Req. Per| 
Filter Media} Complete 
j Ass'y. 
MP10633 | Ramo- | R-W Dwg. {3 Req. Per| 
Wooldridge | 50403044 | Complete | 
| Ass'y. 
MP10563 Raino- IR-W Dwg. [3 Req. Pec| 
Wooldridge | 50403045 | Complete | 
| Asstt, 
| e 
MP10563 Remo- |R-W Dwg. [30 Req. Pet 
Wooldridge | 50403046 Complete 


; Ass'y. 


)00200040001-0 © 


EQUIPMENT (NOMENCLATURE) MP1056¢_OF SYSTEM 1 SHEET 91 oF SHEETS 
NAME OF CONTRACTOR 2amo-Wooldridge Corp CONTRACT R-W Project 5021 PARTS DATA LIST 
I 2 _ § 4 3 6 7 8 


: 9 
ITOM ie ke NESCRIPTION OF ITEM , CIRCUIT [CONTRACTOR'S [ACTUAL MrG. | MFG. TYPE OF | TEMS FER )RECONMENDED quan. | JAN TYPE 
4 


|. SYMBOL STOCK NO. OF ITEM ‘STOCK NO. | EQUIPMENT] PER EQUIPMENT ~ 


1 COVER, Mace trom aluminunr MP10629 Ramo- : | R-W Dwg. 1 Req. Pe 
Rectangular snape. Over-al] : Wooldridge 50403026 Complete 
dimeusions 20.25% in. lg x 16.766} Ass'y. 
in. wide x 0,812 in. high. Two, | 
suitcase boits on each side, 

Innér rim lining of 0.125 in. x | i 
0.125 in. fcam rubber. Black- . 
ened, 

522 HANDLE, Folding. Made from MP10593 iCambridge Xx 2002 + Rec. Pex 
brass. Over-all dimensions Thermionic ! | Complete 
4.625 in. lg x 0.625 in. wide x : Ass'y. 


1,812 in. high. A U-shaped grip | 
connected at each end by swivel- 
pirs to 3/8-24 mounting studs, 


ears 


_ Approvdd For Relehse 1999/09/08 : a 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 


NAME OF CONTRACTOR Raméprooni tar Reser ayyyee 
el Pe, | 8s 4 | 
(Paigane haere DESCRIPTION OF {TEM CIRCUIT | CONTRACTOR'S 


543 | FRONT PANEL AND CHASSIS ~ | 
| ASSEMBLY. Over-al} dimen- | | 
| sions 18,25 in. wide x'16.25 in. 
| high x 2].5 in, deep... Consists. | 
| of the following replaceabie 
| parts and assemblies: 


MP10524 


| CLAMF, Wave Guide, Over-aili MP10631 
dimensions 1.39 in. lg x 0.875 

| in. wide x 0.50 in, high. Rec- 

} tangnlar clamp with a 0,156-in. - 

| dia hole located 0.18 in, from 

|} each end. A semi-circular hole 
0.750 in. dia x 0.375 in. radius 

| through the lower half of clamp. 

| Clamp has a cork-and-rubber 
surface, Blackened, 


524 


| CLAMP, Vernier. Made from MP10498 
aluminum. Over-all dimensions 

| 3.00 in. 1g x 0.44 in. wide x 147 

| in. high. Clamp has a 0.203-in. 

| dia hole located 0.157 in. from 

| each end. One end is}. 20 in. 
high for a lergth of 0.157 in., 
beveled to 1.47 in. high for 
length cf 1.250 in., beveled to 
1,00 in. high for length of 0.157 
in. Semi-circular hole 2.395 in 
dia x 1.697 in. radius, Black- 
ened, : 


525 


SUPFORT, Vernier. Made from 
aluminum. Over-all dimensions 
3,00 in, Ig x 3.00 in. wide x L56 
in, high. Support has 0.25-in.- 


dia hole in each of four corners, 
: -  Appro 


526 MP10587 


i 


SYMBOL [STOCK NO. 


SHEET 92°) oF SHEETS 
-RPPSTB00878RE00200640004-0 Z Peete Sou 
R-W Project 5U21 PARTS DATA LIST 
RS VATA Ut 
5 6 eh ent _8 . . 9 
[ACTUAL MFG. |. MFG. TYPE OR JITEMS PER RECOMMENDED QUAN. | JAN TYPE 
| OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 
Ramo- _ {| R-W Dwg. jl Req. Per | 
Wooldridge 50403316 Complete 
| Ass'y. 
Ramo- R-W Dwg. 2 Req. Pex 
Wooldridge 50403018 . Complete 
; | Ass'y. 
Ramo- R-W Dwg. 1 Req. Per 
Wooldridge 50403034 Coraplete 
Ass'y. 
Ramo- | R-W Dwg. u Req. Per 
Wooldridge 50403035 Complete 
Ass'y. = 


ed For i 1999/09/08 : CIA-RDP81B0087BR000200040001-0 . - 


! EQUIPMENT __ (NOMENCLATURE) Meee OF SYSTEM 1 7 


NAME OF CONTRACTOR Rarao-W 


527 


528 


g 18,0C in. high. Opposite corue 


Anus vat 


2 


z 


} CONTRACTOR'S | ACTUAL MFG. 
}STOCK NO. | OF ITEM 


CIRCUIT 
| SYMBOL 


SUPPORT, Vernier. (Cont'd.) 
and two 0.156-in. -dia holes tap- 
ped 8-32 NC-Z to depth 2f 0.38 
in., one in each side of offset 
facing. One hole 2.395 in, dia 
drilled through center of BUPEOE . 
Blackened. 


MP10587 


Ramo - 


MP10634 Ramo- 


SPACER. Made from brass. 
Over-all dimensicns 1, 50 in. Ig 
x 0.250 in, dia. Ahcle 0,106 i 
dia drilled throug and tapped 
6- 32 for a depth of 0, 375 in. 
both ends. Cadrium platec, 


i 
i 
b 
E 
fT 
Fi 
i 


PANEL, Front. Madefrom | MP10591 | Ramo- 
aluminum plate. Rectangular 
shape, Over-ail dimensions 
18,259 in, lg x 0.250 in. wide x 
16.188 in, high. One rectargu- 
lar hole located 0.781 in. from 
one side, 9.375 in, lg x 6.538 
in, wide, Additicnal holes for 

' mounting meters and controls. 
Blackened. 


PRR Se to 


PLATE, Chassis. Made frora MP10515 | Ramo- 
steel. Over-all dimensions 


20,00 in. lg x C.109 in. wide x 


on one side cvt out 3.25 in. lg x 
0.812 in. wide. One rectangu- 
lar hole, located 1,50 in, from 
side, 7,00 in. lg x 3.75 in, 
wide, Additional holes for 
mounting meters and controls. 


eaniay Plated. Apprey ed For Re ease 1999/09/08 :|CIA-RDP81B008 


| MFG. TYPE OR 
. STOCK NO. 


W goldvidge | 


Wooldridge | 


Wooldridge 


Wooldridge. | 


it 


R-W Dwg. | 1 Req.Per 
50403035 Complete 
Ass'y. 


8R000200040001 | 0 


EQUIPMENT 


SHEET 93 oF SHEETS 
PARTS DATA iIST 
7 8 9 


EMS PER |RECOMMENDED QUAN | JAN TYPE 


PER EQUIPMENT 


R-W Dwg, 3 Req. Pe 
50403098 Final 
Ass'y, 
R-W Dwg. !1Req.Per 
50403301 | Complete 
. Ass'y. 
| 2-W Dwg. |1 Req. Per 
50403302 | Ccamplete. 
| Aas'y. 


ATIENUATOR CCNTPOL 


G,562 in, dia. Flexible 


EQUIPMENT (NOMENCLATURE) 
NAME OF CONTRACTOR vhe 


2 


Asse.n4 
Over-all dimensions 3,185 


} 
in, lg x 1,875 in, dia. Consists | 
of the following replaceable pare 


SHAFT, Dial. Made from 
stainJess steel. Over-all 
dimensions 1, 88 in. lg = 
0.2485 in, dia. Shaft is 0,243 
in, dia for a length of 1.180 
in., a groove 0,03lin. wide 
x 0,015 in. deep, 0.2428 in. 
dia for a length of 0, 3€0 in. 
and remaind2r of shaft 0,123 
in. dia, 


HOUSING, Dial-Shait and 
Coupling. Made from alum- 
inum, Cylindrical shape, 
Over-all dimensions 1. 506 
in. lgxi.875 in. dia, One 
hole 0,437 in. dia drillea 
througu from one end, coun- 
terbored C,.75 in, dia ioa 
deptn of 1.390 in. One hole 
0.250 in, dia, drilied 
through radially to counter- 
bore. Two holes 0,152 in. 
dia diilled through diameter 
and counterbored 0,250 in, 
dia x 0,250 in. decp and tap- 
ped 6-32 NC-2 «1.50 ir, 
deep. Blackened, 


COUPLING, Flexible. Over 
all ciinensions 0, 12 in, Ig x 


coupling €.438 in. dia at one 
end, and 0,438 in, dianah 


For Rele 


SHEET 94 OF 


: ___ SHEET 94 OF SHEETS 


) BREE LIST 

4 5 6 7 8 9 

MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
STOCK NO. 


[R-W Dwg, 
50403303 


~~ MPIO4S9 


se 1999/09/08 : CIA-RDP81B00878R000200040001- 


Woodridge Coraplete 
Ass'y, 
| MP103)3 Ramo- Item 1 of R-W]! Req. Pew 
| Woolaridge | Dwg. 50403303) Ass}. 
! 
| 
| 
! 
| : 
MP10311 Ramo- Item 2 of R-W/l Req. Per 
Wooldridge | Dwg. 50403302) Assty. 
| 
MP10324 Lord SK-1947 1 Req, Per 
: ¢ Ass'y, — 
j ap 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 SHEET 95 OF SHEETS 


NAME OF CONTRACTOR ‘he Reprovediduinhieibase-taqadeaOinClA BRAG RPGR /ERROWRODUMIAEG Oct PARTS DATA LiST 
i: one _2 wena 4 SEE eee cee oe ee) 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR'S] ACTUAL MFG. | MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN,| JAN TYPE 
. _ __ SYMBOL] STOCK NO. OF ITEM STOCK NO, EQUIPMENT PER EQUIPMENT 
533 | COUPLING, Flexible. MP10314 Lord SK-1947 lRe-, Per 
(Cont'd. )} | Ass'y. 


opposite end. One hole 0.185 
in, dia through axis of coup- 


ling. 
534 RING, Dial-Shait Retaining. MP10417 Waldes 5100-25 1 Req. Pr 
Made from carbon spring | Kohinoor ‘Ass'y, 


steel, Over-~all dimensions 
0.250 in. dia x 0,025 in. 
thick, Two clamping holes 


0,041 in. dia, 
535 DUSHING, Ghassis, Made | MP10424 | U.S.Engi- | 1560 1Req. Per 
from brass. Over-all neering Ass'y. 


lenyth 0.565 in. One end 
flanged, the remainde> of 
| bushing threaded 3/8-32. 

Inside diameter 0.255 in, 


536 DIAL. Over-all dimensions MP10592 Helipot Model RB |1 Req. Per 
1,512 in, dia x 1,00 in. thick. | Duodial Ass'y. 
The dial consists of two co- | | 
axial dials. The shaft di- 
ameter is 0.250 in. Dials 
are satin chrome; black- 
filled numerals and divisions, 
Knob aud tocking lever cap | 
are black nylon. 


537 |ATTENUATOR. Over-all dimen-|AT502-| MP6750: Microwave | MA-534 [{1 Req. Per 


sions 2.250 in, lg x 1, 625 in. : Assoc. | Complete 
wide x 1.500 in. high. T-shaped | | Ass'y, © 


jarnd has a UG-39/U flanged con- 

nector on one end and a UG-40/U 
|flanged connector on opposite end 
Frequency range of 8,5-9.6 Kmcé 


|and an attenuation range of 15 db. | 
G Approved For Release 1999/09/08 : CIA-RDP81B00878IR000200040001-0 
ray. ee 


EQUIPMENT (NoMENCL ATURY VR B26 ROE apaNgioe ; i CIA- RDP81B00878R000200040001-0 | SHEET 96 oF SHEETS 


ne OF CONTRACTOR. Ramo- Hooke Corp CONTRACT . _R- -W Project 5021 ses ara PARTS DATA LIST. - a 
jitem NO. [complete “DESCRIPTION. OF ITEM Toircurr | CONTRACTOR'S JACTUAL MFG. _ l MFG TYPE OR ITEMS PER | RECOMMENDED “QUAN. “JAN. TYPE 
|symBou | stock No. OF ITEM STOCK NO. [EQUIPMENT] PER EQUIPMENT 


iDIAL ADAPTER ASSEMBLY, - MP10501 _ Ramo- | “R-W Dwg. { Req. Per 
Cver-all dimensions 3,188 in. lg. | Wooldridge | 50403304 Complete | 
x 1.875 in. dia. Consists of the Ass'y. 
following replaceable parts: 


ADAPTER, Dial. Made fro | MP10561 ‘| Ramo- | R-W Dwg. 
aluminum. Cylindrical shape | Wooldridge | 50403305 
Over-all dimensions 1.250 in, 
lg x 1.875 in. dia. One hole 
0.750 in, dia drilled through | 
axis and chamfered 0.06 in. 
' deep at each end. Two 0.154 
in. -dia holes parallel to axis, 
countexbored 0,250 in. dia x 
0.75 in. deep. Two 0.106-inJ 
dia holes parallel to axis, 
tapped 6-32 NC-2 x 0.250 in. | 
deep. One hole 0.070 in. dia 
x 0.310 in, deep and tapped 
2-56 NC-2 x 0.250 in. deep. | 
One hole 0.125 in. dia x 0.250 
in. deep. Blackened. 


l Req. Per| 
Ass'y. 


539 


l1 Req. Per| 
j Ass'y. 


DIAL. Over-all dimensions | | MP10592 Helipot. | Model RB 
- 1.812 in. dia x 1.00 in, thick. | | Duodial 

The dial consists of two co- - § 

axial dials. The shaft dia- 

meter is 0.250 in. Dials are} 

satin chrome; black-filled 

numerals and divisions. 

Knob and locking lever cap 

are black nylon. 


540 


Approved Fdr Release 1999/09/08 : CIA-RDP81B00878R00 200040001-0 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 | . SHEET 97 oF SHEETS 


proved For Release OUI pe ~CIA-RD ps DON a Lok TH WIZ = 
NAME OF CONTRACTOR Ramo-Wodldridge COMPTONT RA CRE WIP EOSECE UEP AUNOT PARTS DATA LIST 
| 2 — 3 4 ee 6. . Renee, 9 
HITSM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S [ACTUAL MFG. | MFG. TYPE OR ITEMS PER |RECOMMENCCD QUAN. JAN TYPE 
| | SYMBOL |STOCK NO. OF ITEM _ STOCK NO. |EQUIPMENT| PER EQUIPMENT | 
541 |. ‘BUSHING, Adapter. Made ~ | MP10588 Ramo- R-W Dwg. 1 Req. Per 
from bronze. Cylindrical Wooldridge 50403306 Ass'y. 


= “| shape, Over-~ali dimensions | 
1.100 in. lg x 0.750 in. dia. , 

One hole 0,500 in. dia through 
axis of bushing. 


4 


| R-W Dwg. 1 Req. Per 


SPACER, Adapter. Made | | MP10527. | Ramo- 
50403307 Ass'y, 


from aluminum. Cylindrical | | | Wooldridge 
shape. Over-all dimensions 

0.259 in, lg x 1.875 in. dia. 

‘Two 0.169-in. -dia holes par- 

allel to axis and countersunk 

| 0.28lin. deep. Two 0.169- 

in, -dia holes parallel to axis. 

One hole 0.375 in. dia drille 
through center and courter- 
bored 0,750 in. dia x 0,125 in 
deep. Blackened. 


| 542° 


K-W Dwg. 1 Req. Per 
50403308 Ass We 


MP16495 | Ramo- 


543 | SHAFT, Pilot.. Made from 
' Wooldridg= 


stainless steel. Over-all 
dimensious 2.120 in. lg x 
0.687 in. dia. One end 
flanged 0,687 in. dia x 0.125 
in, wide, shaft is 0.498 in. 
dia for a length of 1.110 in., 
ae. and remaining length is 0.249 
| in. dia. One hole 0.257 in. 
dia drilled 1.060 in. deep in 
flanged end and tapped 5/16- - 
I8NC-2 x1.00 in. deep. | 


Approved For Relepse 1999/09/08 : GA-RDP81B00878R000200040001- 


EQUIPMENT 
NAME OF CONTRACTOR nc 


2 


Ramo- 


a 72 —— on 


CONTRACT 


(NOMENCLAT Ufifpbroved RdEROsise 0F9 GOIIBE M1A-RDP81B00878R000200040001-0 


SHEET 96 OF 


R- RoW Project 5021” e 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR S| ACTUAL MFG. MFG. TYPE OR| ITEMS PER RECOMMEN 
SYMBOL; STOCK NO. OF ITEM STOCK NO. | EQUIPMENT 


FER EQUIPMENT 


544 


545 


SHAFT. Made fram stainless- 
steel, Over-all dimensiong 
4,937 in, lgx0,625 in. dia. 
Shaft is spherical on one end, 


0, 812-in-length of shaft adja-_ 


cent to spherical endis 0.235 
in. ia dia., flat on two dia- 
metrically opposed sides. 
Adjacent length of shaftis a 
fiange 0.125 in, wide x 0.625 
in, in dia, Remainder #f 
shaft 0.3llin. dia, threaded 
5/1€6-18NC -2. 


WASEER, Locating. Over- 
all dimensions 1,562 in, Iz x 
0.750 in. wide x 0.032 in, 
thick. 


Approved Far Release 1999/09/08 : CIA-RDP81B00878R00)200040001-0 


MP10504 


MA0582 


Ramo- 
Wooldridge 


Helipot 
(Modified Pe 
R-W Dwg. 


50403340} 


R-W Dwg. 1 Req. Pe 
50405309 Ass'y. 
R-W Dwg. 1 Req. Pe 

50403340 Ass'‘y. 
{Part of Model 
Rx Duodial) 


SHEETS 
ARTS DATA LIST 


DED QUAN. JAN ag 


EQUIPMENT (NOMENCLATURE) _MP10566 OF SYSTEM 1 
NAME OF CONTRACTOR The Rario- Wooldrid 4@ a CONTRACT R-W — 5021 PARTS DATA LIST 


Dele OTROS SB RODOZO0OAZD0N7-0 


SHEET 99 OF SHEETS 


9 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR] ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
SYMBOL] STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


547 


548 


549 


™=RACKET Assembly. Made MP10519 ~ Ramo- R-W Dwg 
from steel, Right-angle bracket Wooldridge 50403312 
Over-all dimensions 6,30 in, lg 
x 0.60 in. wide x 8.380 in. high. 
Two mounting tabs rivited at eacl 
end, Tabs extend 1.0 in. and 
are threaded 10-32 NF-2. Cad- 
mium plated. 


ANGLE, Bracket. Made from MP10502 Ramo- R-W Dwg. 
sheet steel. A right-angle Wooldridge} 50403313. 
bracket. Over-all dimensions 

6.75 in. lg x 0.69 in. wide x 

1,00 in, high. Two 0.168-in, - 

dia holes in one bracket face, and. 

two 0. 250-in. -dia holes in other 

bracket face. Cadmium plated, 


BRACKET, Klystron. Made MP10645 Ramo- R-W Dwg. 
from sheet steel, A V-shaped ; Wooldridge} 50403317 
bracket. Over-all dimensions 

7.010 in, lg x 4.750 in. wide x 

1,688 in, high. Two 1,120-in, - 

dia tube-mounting holes. Four- 

teen additional holes for mount- 

ing associated components and 

for mounting the bracket, Cad- 

mium plated. 


TERMINAL BOARD Assembly. |T5B502 MP10525 Ramo- R-W Dwg. 
Made from epoxy-glass laminate] . : Wooldridge} 50403319 
Rectangular shape. Over-all : 


“dimensions 7.25 in. lg x 1.63 in. 


wide x 0.453 in. thick. Four 


' mounting -Holes 0.125 in, dia. 


Nineteen terminals. 
Approved For Release}/1999/09/08 : CIA-RDP81B00878R00Q0200040001-0 


1 Req. Pe 
Complete 
Ass'y. 


1 Req. Per 
Complete 
Ass'y. 


1 Req. Per 
Complete 
Ass'y. 


1 Reg. Per 
Complete 
Ass'y. 


EQUIPMENT 
ue OF eoummacroR 


(NOMENCLATURE) MP1056 
‘ThApReaved hos Releases 


6 OF SYSTEM 1 


ero’ 4/0) a tity! 


TA-RUFS BUS 
O 


SHEET 100 oF 


7 8 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT CONTRACTOR S| ACTUAL MFG. MFG. TYPE OR} ITEMS PER | RECOMMENDED QUAN. 
SYMBOL] STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


551. 


552 


POST, T2502 Mounting. Made 
from brass. Rectangular shape. 
Over-all dimensions 2.30 in. lg 
x 0,25 in. wide x 0.25 in, high, 
Two mounting holes 0.089 in, 
dia tapped through 4-40 NC-25. 
One hole 0.089 in. dia x 0.50 in, 
deep drilled in one end and tap- 
ped 4-40 NC-25 x 0.38 in. deep. 
Cadmium plated, 


TERMINAL SOARD Assembly. TDB503 
Made from epoxy-glass laminate 
Rectangular shape. Over-all 
dimensions 5.50 in. lg x 2.00 in, 

wide x 0,453 in, thick. Two 

holes 0.125 in, dia drilled in 

center of board, four mounting 

holes 0.125 in, dia. Twenty 


terminals. 


POST, T2503 Mounting. Made 
from brass. Rectangular shape. 
Over-all dimensions 2.06 in, lg 
x 0,250 in, wide x 0.250 in, high 
Two mounting holes 0.125 in. 

dia drilled and tapped through 


| 4-40 NC-23. One hole drilled 


and tapped through 4-40 NC-2B 
x 0.38 in, deep. Cadmium 
plated, 


Approved For Releas¢ 1999/09/08 : CIA-RDP81B00878R0P0200040001-0 | 


MP10425 


MP105386 


MP10325 


Ramo- hes 2R-W [2 Rea, Per 
Wooldridge | Dwg. 50403319] Complete 
Ass'y, 
Ramo- R-W Dwg. 1 Req. Per 
Wooldridge} 50403320 Complete 
Ass'y. 
Ramo- Item 2 R-W |2 Req. Pe 
Wooldridge | Dwg.50403320! Complete 
Ass'y. 


SHEETS 


PARTS DATA LIST 


9 
JAN TYPE 


APP OVE 


EQUIPMENT (NOMENCLATURE) MPiG5vu0 OF SiSVEbii SHEET 101 oF SHEETS © 
_ NAME OF CONTRACTOR The Rarho- -Wooldzid sé Corpora “CO ae “ft 3 5 ~ i - - oe PARTS _DATA_1IST_ 
cs 2 3 4 ; 9 
| COMPLETE DESCRIPTION OF ITEM | CIRCUIT | CONTRACTOR'S 


: ACTUAL MFG. | MFG. TYPE OR ITEMS PER RECOMMENDED QUAN. JAN TYPE 
; OF ITEM STOCK NO. [EQUIPMENT PER EQUIPMENT 


wound Bae _SYMBOL| STOCK NO 

553 | BRACKET, Blower: Made Peer MPICS1L “Raniox R-W Dwg. i Req. Per 
| sheet steel, Rectangular shape. Wooldridge 0403381 Complete 
| Over-all dimensions 10.75 in. lg | Ass'y. 


x 3.63 in. wide x 0.0598 in. 

thick, Iwo holes 2.25 in. square, 
| One hole 0.375 in. dia and twelve 

holes 0.250 in. dia. Cadmium 


plated. 

554 BRACKET. Made from sheet MP10627 | Ramo- R-W Dwg. 1 Req. Per 
steel, Triangular bracket, Overp | Wooldridge] 50403322 Complete 
all dimensions 6.00 in. lg x 0.68 : Ass'y. 


in. wide x 6,312 in, high. One 
hole 0.50 in. dia and four holes 
| 0.250 in. dia, Cadmium plated. 


555 RIS, Made from sheet st2el, . MF10521 Ramo- R-W Dwg. 1 Req. Per 
| Over-all dimensions 20.00 in. Wooldridge| 50403323 Complete 
lg x 3.937 in. wide x 0.626 in. Ass'y. 


| deep. Channel type chassis with 
| rigkt-argle bends on each side. 

| Three oval mounting holes, 

| thirteen circular mounting holes | 
| and seventeen screw holes. | 
| Gadmium plated. 


556 | TERMINAL BOARD Assembly. | T5504 MP10535 Ramo- R-W Dwg. {1 Req. Per 
| Made from epoxy-glass laminate, Wooldridge} 50403325 Complete 
Rectangular shape, Over-all Assy. : 


dimensions 8,00 in. lg x 3.38 in. 
wide x 0.453 in. thick. Four 
| mourting holes 0.188 in. dia, 
eleven holes 0.250 in, dia, and 
.| forty-five terminals. 


Approved|For Releabe 1999/09/08 : CIA-RDP81B00878R000200040001-0 


SHEET 102 OF SHEETS 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 
NAME OF CONTRACTOR | The re ee 8021 PARTS DATA LIST 
| a ~ a a. ee 
PE OR =aas PER | RECOMMENDED QUAN, JAN TYPE 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR "S| ACTUAL MFG. | MFG. TY 
SYMBOL] STOCK NO. OF ITEM STOCK NO. 


‘BRACKET, Angle. Made ‘rorn 
sheet steel, Right-angle vracketl 


557 


558 


|. 559 


560 


Gver-ali dimensions 1.23 in. lg 
x 1,00 in. wide x 1.80 in. high. 
Four mounting holes 6,161 in. 
dia. Blackened. 


| BRACKET, Angle. Made from 


sheet steel. Right-angle brack- 
et. Over-all dimensions 0,63 in 
Ie x 0,50 in. wide x L63 in. high 
Two mounting holes 0.152 in. di 
Blackened. 


KNOS. Made from nylon. 
Cylindrical shape. Ovex-all 
dimensions 0,75 in. lg x 0.750 
in. dia. Oue hole 0.625 in, dia 


| for a depth of 0.25 in. reduced 


to 0,250 in. dia for depth of G, 31 
in, drilled axially in one end. 
One hole 0.009 iu. dia tapped 
4-40 NC-ZB for a depth of 0.25 
in. driitled radially. Siot in 
opposite end 0.06 in. wide x 
0.0G in, deep. 


-TERMINAL BOARD Assembly. 
Made from epoxy-glass laminate 


Rectengular shape. Over-~-all_.- 
dimensions 3,75 in. Ig x 3.00 in 


| wide x 0.452 in, thick, Four 


mounting holes 0.125 in. dia, an 


| twenty-three terminals. 


“Approve | For Release 1999/09/08 Cc 


TB501 


| MP104.44 


MP10526 


MP10497 


MP10638 


Ramo- R-W Dwg. 
Wooldridge} 50403326 


Ramo- R-W Dwg. 
Wooldridge; 50403327 


Ramo- R-W Dwg. 


Wooldridge, 50493328 


Ramo- R-W Dwr. 
Wooldridge} 50403330 


ecm 


-RDP81B00878R000200040001-0 


—Ass'y. 


EQUIPMENT PER EQUIPMENT 


1 Req. Per 
Complete 
Ass'y. 


1 Req. P2r 
Complete 


,7 Req. Pe 
| Complete 


Ass'y. 


| EQUIPMENT (NOMENCLATURE) 


Appreved FORPSSE 1959/09/08 : CIA- RDP81B00878R000200040001-0 


The » Ramo- Wooldridge Corpor ati on 


| NAME GF CONTRACTOR | 


het Me 


pean uel COMPLETE DESCRIPTION OF cal 


56l 


563 


564 


| POST, T2:501 Mounting. Made | 


{11.688 in, lg x 10.562 in. wide x 


_| plated, 


2 3 


CIRCUIT | | CONTRACTOR s| ACTUAL MFG. 


SYMBOL 


from brass, Rectangular shape, 
Over-all dimensions 3,50 in, ig 
x 9.25 in. wide x 0,25 in. high, 
Two hol2s 0,125 in, dia and tap- 
ped 4-40. One hole 0,069 in. 

dia x 0,50 in. deep drilled in end 
and tapped 4-40 x 0.375 in, deen. 
Cadmium plated, 


TERMINAL BOARD Assembly. TE509 
Made from epoxy-glass laminate, 
Rectangular shape. Over-all 
dimensions 3, 38 in. lg x 2,88 in. 
wide x 0,462 in. thick. Two 
holes 0.50 in. dia, four mount- 
ing holes 0.138 in. dia, and 
eighteen terminals. 


BRACKET, Made from sheet 
steel, Over-ail dimznsions 


0,562 in, high; A chassis brack 
et with -<wo mounting slots 0.438 
in, Ig x.6.187 in. wide, with two 
mounting slots 0.375 in, lg x 
0.203 ir. wide, and with addi- 
tional holes for mounting elec- 
trical components, Cadmium 


SPACER, Bracket. Made from 
sheet steel. Rectangular shape, 
Over-~all dimensions 3,50 in, lg 
x 0.50 in. wide x 0.064 in. thick, 
Two holes 0.250 in, dia, 0.75 in. 


from each end, Gadmium platexbproved For Release 1999/09/98 : CIA-RDP81B40878R000200040p01-0 


1 SHEET 103° OF SHEETS 
_ CONTRACT ‘R- -W Project 5021 _ PARTS _ “DATA. List 


4 5 . 6 = <a 8 
ve TYPE OR] ITEMS PER | RECOMMENDED QUAN, 


JAN TYPE 


STOCK NO. OF ITEM {| STOCK NO. "| Equipment | _. PER, EQUIPMENT 
MP1031°° [ors |Ktem 2R-W [2 Rec. Perl on 
Wooldridge |Dwz, 39403330] Complete 
Ass'y. 
MPILOE89 Ramo- R-W Dwg, 1 Rec. Per] 
Wooldridge | 50403332 Complete 
Ass'y. 
MP10514 Ramo- R-W Dwg. 1 Req. Per 
Wooldridge | 50403318 Complete 
Ass'y. 
MP10323 Ramo- R-W Dwg. 1 Req. Per 
Wooldridge | 5C403358 Ass'y. 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1, 


| NAME. 0 F CONTRACTOR. _The Eis Woolaridye Corporation, 
t 2 


WUVUZLUUUSUUU 


CONTRACT ” RW ope 5021 


ITEM NO] COMPLETE DESCRIPTION OF ITEM CIRCUIT CONTRACTOR 's ACTUAL MFG. MFG. TYPE OR 
SYMBOL; STOCK NO. OF ITEM — STOCK NO. 


“565 | TERMINAL BOARD Assembly... TB507 MP10642 
| Made from epoxy-glass laminate. | 
Rectangular shape, Over-all . | ’ 
| dimensions 7, 812 in. lg x 1.781 in 
[wide x 0.125 in. thick, Four 
jmounting holes 0.125 in. dia., and 
| sixty-seven silver-plated eyelets | 


| 566 POST, T5B502 Mounting, Made | MP10414 
from brass. Rectangular shape. 
Over-all dimensions 2.00 in, 
lg x 0.250 in. wide x 0.250 in. 
high. Two holes 0.125 in. dia, 
drilled and tapped through 4-40, 
One hole 0.125 in, dia drilled 
in one end and tapped 4-40 x 
0.375 in. deep. Cadium plated, 


567 TERMINAL EOARD Assembiy. TB508 MP10580 
Made from epoxy-glass laminate. 
Rectangular shape, Over-all 
dimensions 4,50 in, lg x 1.31 in. 
wide x 0.453 in. thick. Two 
clamp raounting holes 0.166 in, 
dia, four mounting holes 0.140 
in, dia, and ten terminals, 


568 CEASSIS Assembly. Made from | | MPI10516 
| - jsheet steel. Over-all dimen- 
2. sions 20,2] in, lg x 18,06 in, 
wide x 16,00 in, high, Eight 
holes 2,50 in, dia four on each 
side, one rectangular hole 8.69 — | 
in. lg x 2.80 in, wide, one rec- | 
tangular hole 7,19 in. lgxZ.80 _ = 
in, wide, and mounting holes. i 
Cadmium plated, - 


- Approved For Release 1999/09/08 : 


Ramo- R-W Dwg. 
Wooldridge} 50403324 


Ramo- Item 3 R-W 


WooldridggeDwg. 50403324 


Ramo- R-W Dwg. 
Wooldridge| 50403331 


| Ramo- R-W Dwg. 
Wooldridge; 50403337 


Cl \-RDP81B00878H000200040001-04 a 


irom PER | RECOMMENDED QUAN. 


1 Req. Pe 
Complete 
Ass'y. 


2 Req. Pe 


Completa - 


Ass'y. 


1 Req. Per; 


Complete}. | 


Ass'y. 


_ SHEET 104 


OF 


SHEETS 


PARTS DATA LIST 


3 


PER EQUIPMENT - 


1 Req. Per}! — 


Cumplete 
Ass NY 


oe. 
JAN TYPE 


EQUIPMENT 
aaee OF commence the'R 


}ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR|!TEMS PER | RECOMMENDED QUAN. 
SYMBOL}; STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


THERMISTOR Assembly. 
all dimensions 1.515 in. lg x 

1.399 in. wide x 1. 214 in, “high, 
Consists of the following replace 
able parts: 


570 


571 


(NOMENCLATURE) 


RDOTOVeEd 
am 


MOUNT,. Thermistor, Made 


from aluminum. Over-all 
dimensions 1.515 in. lg x 
1.000 in. wide x 1.502 in. 
high. A flange 0.125 in. 
wide on one end with two 


Over- 


MP10505 OF SYSTEM 1 


MP10496 


MP10565 


holes 0,093 in. dia counter-. 


sunk, two holes 0,089 in. 


dia x 0,156 in, deep tapped 


4-40 NC-2 x 0.125 in. deep, 
and two holes drilled 0.0589- 


in. -dia and tapped through 
4-40 NC-2. Remainder of 


mount is 1.390 in. lg x 0.578 


in. wide x 1.125 in. high. 


‘Four holes 0.089 in. dia 


drilled and tapped through 
4-40 NC-2. Three holes 
0.106 in. dia drilled and 


tapped through 6-32 NC-23. 


INSULATOR. Made from 
mica. Rectangular shape. 
Over-all dimensions 1.250 
in. lg x 0.875 in. wide x 


MP10628 


0.005 in, thick. Four holes 
one in each corner, 0.125 in 


dia. 


Approved For Release} 1999/09/08 : CIA- 


TWodl = re a “CONTRACT POCA ROW Project 5021 


R-W Dweg. 
50403338 


Ramo- 
Wooldridge 


Ramo- 
Wooldridge 


R-W Dwg. 
50403078 


Ramo- 
Wooldridge 


R-W Dwg. 
50403339 


FRDP81B00878ROG 0200040001 -0 


SHEET 105 OF SHEETS 


vaRTS DATA LIST 
9 
JAN TYPE 


1 Req. Per 
Complete 
Ass'y. 


1 Req. Per 
Ass'y. 


1 Req. Per 
Assy. 


EQUIPMENT 


COMPLETE DESCRIPTION OF ITEM 


572 


574 


575 


fae + 5%. 


2 


TERMINAL, Insulated, Overt} 
all dimensions 0, 336 in, lg x 
0.250 in, dia. Threaded 6-32 
for length of 0.125 in., flang- 
ed to 0,250 in, dia for length 
of 0,349 in. 


THERMISTOR, Coaxial. 
Over-all dimensions 1, 515 in, 


(NOMENCLATURE) MPi05c5 OF SZS.2EM 1 
NAME OF CONTRACTOR ‘The RARREOWE BRE Release J 8S8INP/08 + CAS BRAER ROB /BRAQOROGO AD AO TE05 021 


3 


ciRcuIT | CONTRACTOR'S 


SYMBOL; STOCK NO. 


RT502 


lg x 1.399 in, wide x.1, 814 in,|_ 


high, 500-30, 500 mc/s. 


THERMISTOR, Disc. Semi- 


“conducting dise soldered toa 


metal plate and provided with 
a wire lead. Over-all dimen 
sions 1.25 in, lg x 0. 875 in. 
‘wide x 0.312 in, high. Re- 
sistance at 25° G 725 ohms, 
+ 5%. 


THERMISTOR, Disc. Semi- 
conducting disc soldered toa 
metal plate and provided with 
a wire lead. Over-all dimen 
sions 1.25 in. lg x 0.875 in. 

wide x 0, 312 in. high. Re- 

sistance at 25° CG, 760 ohms, 


. . Approved For Release 1999/09/08 : C -RDP81B00878R000200040001-0 


RT503 


RT501 


4 


MP10322 


MP20391 


MP20398 


MP22066 


5 


ACTUAL MFG. [| M 
OF ITEM STOCK NO. 


vo. Engineey- 
ing {Modified 
Per R-W Dwp 
10403480) 


FE-R Machine | 


Victory 
Engineering 


| Victory 
| Engineering 


SHEET ito OF 


SHEETS 


PARTS DATA LIST 


8 


FG. TYPE OR/ ITEMS PER | RECOMMENDED QUAN. 


S) 7 
EQUIPMENT 
14002 @ Req. Per 
Ass'y, 
N2i5A 1 Req. Per 
Ass'y. 
27D 1 Req. Per 
Ass'y. 
28Di 1 Req. Per 
| Ass'y. 


PER EQUIPMENT 


me) 
JAN TYPE 


EQUIPMENT 
NAME OF CONTRACTOR The Rippmvwbboa Rede ease JPSR MRE: CRENTE 


577 


573 


579 


580 | 


(NOMENCLATURE) 


FRAME. Made of sheet alae 


Um. 


Rectangular shape. Ove-- 


all dimensions 10.63 in. lz x 
&.13 in, wide x 0.125 in. thick. 
A centered wectangular hole 
8.875 in. ly x 6.375 in. wide. 
Six mounting holies 0. 188 in. dia. 
Blackened, 


GASKET... Made from-syntketic ~{—-—— — 


rubber. Same size and shape 
as FRAME (MP10581} 


ATTENUATOR Assembly. Over- 
all dimensions 4,662 in. lg x 1.5 
in. wide. Consists of the 


|following replaceable parts: 


ATTENUATOR. Rectangula 
shape. Over-all dimensions 
4,688 in. lg x 1.5 in. wide 
x2in, high. Four holes 
0.50 in, dia, two holes 
0.047 in. dia tapped #0-80 
NF-23 x 0.250 in. deep, 


KEY. Made from steel, 
Over-al!l dimensions 0.062 
in, thick x 0.625 in, - dia, 


One slot 0.459 in. lg x 0.187 | 


in, wide, two holes 0.070 
in, dia countersunk. ' 
Cadmium plated, 


AT501 


_ Approvdd For Rel 


MP10566 OF satiate l 


SHY DSi: 7 


MP105é1 


NiF10517-—_| 


MP10637 


MP10562 


MP1052,3 


se 1999/09/08 : 


AA oO. kop ic Obs Ul UA CROW Proyect 5021 


Ramo- 
Wooldridge 


Ramo--" > - 
Wooldridze 


Ramo- 


Wooldridze 


Polytecanic 
R&D 
(Modified 
per R-W 

_ Dwg. i 
50403315} 


IA-RDP81B0087 


G. vee OR TEMS PER | RECOMMEN 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR'S} ACTUAL MFG. MF 
SYMBOL; STOCK NO. OF ITEM STOCK NO. | EQUIPMENT 


R-W Dw i Req. Per 

50403314. Complet 
Ass'y. 

-W Dw2 “Per 

50403342 Complete 
Ass'y. 

R-W Dwg. {1 Req. Per 

50403343 Tomplete 
Ass'y, 

R-W Dwg. ji Req. Per 
50403315 Ass'y, 

R-W Dwg. [1 Req. Per 
50403310 Assy. 

000200040001- 


SHEET 107 
PARTS DATA LIST 


DED quan] 


PER EQUI-MENT 


OF SHEETS 


9 
JAN TYPE _ 


‘EQUIPMENT 


(NOMENCLATURE) 


MP 10565 OF SYSTEM 1 


NAME OF CONTRACTOR The Approved FardRelease auld OR CHCA EAA DR/ SRUUNZYUBIINT Y= 


2 


a 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM} CIRCUIT 


58) 


582 


583 


584 


585 


586 


COAXIAL CASLE Assembly. 

Over-all dimensions &.25 in, lg 
x 0,562 in, dia. 
following replaceable parts: 


Consists of the 


CABLE, Coaxial, Over-all 
dimensions 6, 75 in, lg x 
0.375 in, dia. 


TERMINATOR, Coaxial 
Cable, Over-all dimensions 
0.50 in, lg x 0.650 in. wide 
x 0,484 in. high. Has hex 
nut, 0,212 ing accross 
facings, on one end, Terme 
inator is mounted on a stran 
having one hole. 


FLUG, Coaxial. Over-all 
dmensions 1,00 in, Ig x 
0.562 in, dia. Bayonet- 
lock plug, 


COAXIAL CABLE Assembly, 
Over~all dimensions 14,125 in. 
lg x 0, 812 in. wide x 0, 812 in, 
jhigh. Consists of the following 
| replaceable parts: 


CABLE, Coaxial, Over-all 
dimensions 10, 50 in, lg x 
0.625 in. dia, 


SYMBOL 


4 5 
CONTRACTOR S| ACTUAL MFG. 
STOCK NO. | OF ITEM 
MPioO: 70 | Ramoe- 
Wooldridge 
MP62999 American 
| Phenolic 
MP 33022 Industrial 
Products 
MP62018 American 
Phenolic 
MP52382 Ramo- 
Wooldridge 
MP63023 American 
Phenolic 


6 T 


MFG. TYPE OR] ITEMS PER| RECOMMENDED QUAN, 
STOCK NO. |EQUIPMENT| PER EQUIPMENT 


R-W Dwg. 1 Req. Per 
50403344 | Complete} 
Ass'y, 
21-024 1 Req. Per 
Ass'y. 
3975 1 Req. Per 
Ass'y. 


Series BNC {1 Rea. Per 


31-018 Ass'y. 
R-W Dwg. jl Req. Per 
50403345-1 | Complete 
Ass'y, 
21-001 1 Req. Per 
| Assty, 


- Approve | For Relepse 1999/09/08 : CIA-RDP81B00878 R000200040001-0 


SHEET i038 


OF SHEETS 


PARTS DATA LIST 


8 


9 
JAN TYPE 


RG-58/U 


UG-8% B/U 


RG~-5/U 


EQUIPMENT 


587 


538 


539 


590 


591 


592 


(NOMENCLATURE) MPi0566 OF SYSTEM1 
NAME OF CONTRACTOR The Ramo-Wooldride Corgoration CONTRACT 
es 2 ; 3 4 5 
ITEM NO.} COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR'S ACTUAL MFG. 
| SYMBOL] STOCK NO. OF ITEM 
JACK, Coaxial Pauel. Over-+ J504 MP63024 American 
ail dimensions 1,93 in, lg ' Phenolic 
x 0.656 in, (diagonally accrogs 
flange). 
PLUG, Coaxial. Over -all MP&62395 American 
dimensions 1.75in. Ilgx Phenolic 
0, 812 in, dia, 
COAXIAL CABLE Assembly. MP62387 | Ramo- 
Over-all dimeusions 7,375 in, lg Wooldridge 
x 0.012 in. wide x 0, 812 in. high, 
Consists of the following 
replaceable parts: 
CALE, Coaxial. Over-all MP63023 | American 
dimensions 4 in, lg x Phenolic 
0.625 in. dia. 
JACK, Panel, Same as | J 502 
J-503 
PLUG, Coaxial, Over-all MP62023 American 
dimensions 1.50 in, lg . Phenolic 


x 0.75 in. dia, 


‘For Release 1999/09/08 : 


oimravata HOO AOD OD 


P-W Project 5021 


6 7 
STOCK NO. EQUIPMENT 
Series N 1 Req. Per 
62-95 Ass'y, | 
(3/Eqp't. 
Series N > 1 Req. Per} 
62-96 Ass'y. 
(1/Eqp't. ) 
R-W Dwg. |2 Req. Per 
30403345-2 Corr plete 
Ass'y. 
21-001 1 Req. Per 
Ass'y. 
I Req. Pex 
Ass'y. 
Series N 1 Req. Per. 
82-203 . Assy. 


 (6/Eqp't.] 


GIA-RDP81 B0087 4R000200040001-¢ - 


SHEET 109 


OF 


SHEETS 


PARTS DATA 


8 


PcR EQUIPMENT 


MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN. 


LIST 


9 
JAN TYPE 


UGe-22 C/U 


UG-21 C/U 


RG-5/U 


UG-13 C/U 


EQUIPMENT 
NAME OF CONTRACTOR ‘The 


(NOMENCLATURE) 


2 


MP10566 OF SYST 


EM 1 
UYIVUG . 
‘ ootd rdse Corporation 


3 4 u 


ITEM NO.| COMPLETE. DESCRIPTION OF ITEM! CIRCUIT CONTRACTOR'S ACTUAL MFG. 
SYMBOL] STOCK NO. OF ITEM 


593 


594 | 


595 


596 


597 


598 


599 


COAXIAL CASLE Assembly, 
Over-ali dimensions 19 ir, lg 
x 0,75 in. dia. Consists of the 
following replaceable parts: 


CABLE, Coaxial, Over-all 
dimensions 17,5 in. Ig x 
0.375 in. dia. 


PLUG, Coasial, Over-all 
dimensions 1,50 in. lg x 
0.75 in, dia. 


COAXIAL CABLE Assembly. 
Over-all diinersions 5,5 in, ig 
x 0.75 in, dia, Consists of the 
following replaceable parts: 


CABLE, Coaxial, Over-all 
dimensions 4,25 in. lg x 
0.375 in, dia. 


PLUG, Coaxial. Over-all 
- dimensions 1,50 in. lg x 
0.75 in, dia, 


. CONNECTOR, Coaxial. 


Approve For Reledse 1999/09/08 : CIA-RDP81B00878R 


MP62C19 Ramo- 
Wooldridge 
MP63023 American 
Phenolic 
MP62023 American 
Phenolic 
-MP62029 Ramo-~ 
Wooldridge 
MP43023 American 
Phenvlic 
_ MP62023 American ~™ 
2 Phenolic 
MP62385 


elect 5021 
6 7 


ete as pe 


SHEET io 
PARTS DATA LIST 


8 


OF 


MFG. TY?s OR| ITEMS PER | RECOMMENDED QUAN. 
STOCK NO. |EQUIPMENT 


R-W Dwg. {1 Req. Per 
50403345-3 | Complete 
Assy. 
21-091 1 Req. Per 
Ass'y. 
Series N {2 Req. Per 
82-203 Assy. 
R-W Dwg. [1 Reg. Per 


' 50403345-4 Ass'y. 


21-001 
: Assy. 


Series N 
82-203 


1 Req. Per 
Ass'y. » 


‘|LReq. Perl 


Assy. 


(2/Eqp't. ) 


000200040001-0 


1 Req. Ferd 


PER EQUIPMENT 


Complete 


‘SHEETS 


| 
JAN TYPE 


RG-3/U 


UG-18 C/U 


RG-5/U 
UG-18 C/U 


UG-276/0 


EQUIPMENT 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT CONTRACTOR S| ACTUAL MFG. MFG. TYPE OR|ITEMS PER ae QUAN, 
SYMBOL] STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


COAXIAL CA .LE Assembly. 


601 


(NOMENCLATURE) _ MPI 
ve OF Sommmaces ~ue Raimo- —Woeolde cids2 Corzoration 


Over-all dimensions 13 in, Tex 


0.75 in. dia. 


Consists of the 


following replaceable parts: 


CALE, Coaxial. Over-all 


dimensions 11,5 in, lz 
0.375 in. dia. 


> 4 


eer eae aM I 
999/09/08 - CIA-RNP81B00878R000200040001-0 


a R-W =e SOZL 


MP6Z031 Ramo- 


602 


603 


PLUG, Coaxial. Over-all 
dimensions 1,50 in. Ig x 
0.75 in. dia. 


CONNECTOR, Coaxial. 


Wooldridge 
MP63023 American 

Phenolic 
MP62023 American 

Phenolic 
MP62385 


R-W Dwz. |l Rec. Per 
50403345-5] Ass'y. 


21-001 1 Req. Per 
Ass'y, 

Series N 1 Req. Per 
S2-203 Ass'y. 

1 Req. Per 
Ass'y. 


Approved For Release 1999/09/08 : CIA-RDP81B00878R0G0200040001-0 


SHEET lll) ‘of SHEETS 
PARTS DATA LIST 


9 
JAN TYPE 


Complete 


UG-18 C/U 


UG-276/U 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 


NAME OF VONTRACTOR The Rarno- Wooldrid7s 


| 604 | 


605 & 


ITEM NO. COMPLETE DESCRIPTION OF ITEM CIRCUIT 


ATTENUATOR, Coaxial, 2.25 inj ATS03 - MP07503 | 


‘606 


607 


608 


603. 


610 


6ll 


|Same as C503 
Same as G501 


jally sealed, 1,125 in. lg x 0.562 
jin, dia, 0.1 mfd, + 10%, “£60 vac 


ature . 


Same as C501 


2 3 4 


tg x 0.375 in. dia, coaxial con- 


‘pRéctors at euch ‘end, 20 decibel 


Jattenuation, | 


MOTOR, dual-biower, single- | BFOl MP10321 


ereent 60 cps, 5 Vac. 


| CAPACITOR, fixed, dual-eiec- |C501A MP33440 


trolytic, 2.750 ia. ig x 1.375 ia. | and 
dia, 20/20 mfd, 4£0 vdew. C561B 


CAPACITOR, fixed, hermetic- 503 MP33441 
ally sealed, 1.125 in. lg x 0.400 

in. dia, 0.1 mfd, + 10%, 200 vde 

+125C to -55C operzting tempera 


ture, 


CAPACITOR, fixed, he rmetic- MP30067 


4125C to =55C operating temper- 


Sorporatioa 


CONTRACTOR "s ACTUAL MFG. MFG. TYPE OR| ITEMS PER 


SYMBOL; STOCK BR 0. 


| type BIOB-4 


SF-CE42-200 


HY-THERM 


HY-THERM - 


: CIA-RDP81B00878H000200040001-0 |. 


SHEET U2  cF SHEETS. 


S021 PARTS DATA LIST 


7 8 E] 


RECOMMENDED quan.| JAN TYPE 
PER EQUIPMENT 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 SHEET 43 of SHEETS 
NAME OF CONTRACTOR Ths FARRIS oN OES ease pbeliats Wg; CAB ALF BA =| US /SRUGZU0U4 U WOT 5021 PARTS DATA LIST 
I 2 


= Se ek Sa SE SE Se ee ee 
TEM NO.! COMPLETE DESCRIPTION OF ITEM, CIRCUIT | CONTRACTOR’S| ACTUAL MFG. MFG. TYPE OR sue PER eee QUAN, JAN or : 
SYMBOL | STOCK NO. OF ITEM © STOCK NO. {EQUIPMENT PER EQUIPMENT 


612 \CAPACITOR, fixed, electrolytic, | C511 MP33442 soaeus SP-CE31-20CQ 
2.75 in. lgx1.375 in, dia, 20 sate 
|400 vdew 


613 Same as C503 C512 

CAPACITOR, fixed, paper-diel- [C513 | MP33443 Cornell- TIJH 6050 
ectric, 6,125 in. lg x 2.062 in. | Dubilier 

wide x 1.063 in. thick, 5 mfd, 


614 


rar 


+ 10%, 600 vdew, +85C to -55C fF  —— — = . ai 
operating temperature 


CAPACITOR, fixed, paper diel- C514 MP33444 Cornell- TJU20040 2. 
ectric, 5.063 in. lg x 4.750 in. Dubilier 

wide x 2,312 in. thick, 4 mfd, 

+ 10%, 2009 vdew, +85C to -55C 

operating temperature — 


616 
617 


ame as C514 8p C516 


CAPACITOR, fixed, paper diel- |C517 MP33445 Gornell- | TIU 15005 I 
ectric, 3.937 in. lg x 4.750 in. Dubilier 

wide x Z. 312 in. thick, 0.5 mfd, 

+ 10%, 1500 vdew, +85C to -55C 

operating temperature 


APACITOR, fixed, hermetically C58 MP33446 | Hopkins HY-THERM | ‘2 
sealed, 2.125 in. lg x 0,750 in, IK2105K. 

dia, 19 mfd, + 10%, 200 vdew, ae 

he to -55C “operating. temmpera- 


618 


619. [Same as C503 — tes19 


Approved For Reledse 1999/09/08 : CA-RDP81B00878R000200040001-0} _ 


EQUIPMENT 


ITEM NO.] COMPLETE DESCRIPTION OF ITEM| CIRCUIT 


620 
| 621 


(NOMENCLATURE) 


2 


| Same as G518 


CAPACITOR, fixed, paper diel- 


ectric, 4.875 in, ig x 2.625 in. 
wide, x 1,125 in. thick, 2 mfd, 


V+ 10%, 1000 vdew, +85C to -55C 


| 622 


(623 | 
624 
625 
626 


627 


operating temperature 


Same as €503 
Same as C503 


Same as C503 


Same as ©5003 


CAPACITOR, fixed, sub-minia- 
ture, paper dielectric, 1.375 in. 
1g x 0.4060 in. dia, 0.1 mfd, + 20% 
400 vdcew, to 85C operating tem- 
perature 


CAPACITOR, fixed, hermetic- 
ally sealed, 0.750 in. lg x 0.235 
in, dia, 0.001 rofd, + 10%, 600 


- vdew, +125C to -55C operating 


628 © 


temperature 


_ICAPACITOR, fixed, electrolytic, 


2.75 in. lg x 1.375 in, dia, 20 


* imfd, 400 vdew 


629 - 


GAPACITOR, fixed, silver mica, 


‘(0,688 in, lg x 0.438 in. wide x 


{500 vdew. 


0.219 in. thick, 0.001 mfd, # 5% 
Approve 


3 


c52t 


C522 


C523 
C524 
"C526 
C527 
C528 


cé601 


C602 


C603 


For Reledse 1999/09/08 : CIA-RDP81B00878R000200040001-0} 


MP10566 OF SYSTEM 1 
NAME OF CONTRACTOR The RABREOW@PO Seale tee: 


4 o 
ONTRACTOR 


| SYMBOL} STOCK NO 


MP33447 


MP33448 


MP33449 


MP33450 


MP38957 


-RD238.1R008 /8R , 4 
AAR Mystere BOOZ00D O00 e021 


. 5 . § 
"S| ACTUAL MFG. | MFG. TYPE OR 
OF ITEM STOCK NO. 


Cornell- 
Dubilier 


Sprague 


Hopkins 


Sprague 


El Menco 


TIU 10c2z20F 


96P10404S2 


HY-THERM 
1K6102K 


P-GE31-Z00Q 


CM-~-19-102 


ITEMS PER | RECOMMENDED QUAN.| 


EQUIPMENT 


SHEET il4 OF ‘SHEETS 
PARTS DATA LIST 
8 9 


JAN TYPE 
PER EQUIPMENT _ 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 SHEET 15 OF SHEETS 


NAME OF CONTRACTOR The RPP OYWolcth Heese Sea Peo CBR TH REP RRO OBAMIEED 5021 PARTS DATA LIST 
| 2 3 4 5 6 7 8 9 
[ITEM NO.] COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR'S] ACTUAL MFG. | MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
| _| SYMBOL] STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIFMENT oo _ 
630 CAPACITOR, fixed, silver Leas C604 | MP30063 El Menco CM-23-202 | 3 
. 10, 78Lin. 1g x 0.438 in, widex | . f 
{0.219 in. thick, 0,002 mfd, + 5%,|_ 7 = 2 
{500 vdew ee p ; 
631 CAPACITOR, fixed, silver mica, | C606 MP30032 El Menco CM-30-302 2 
- {0,812 in. lgx 0.812 in, widex | ; 
10,156 in, thick, 0.003 mfd, + 5%, 
500 vdew ae-iriet apa ceere een a U6 seen. Aaverman ld gore if _ ee: Ses oer —_——ae Lat 
632 |CAPACITOR, fixed, silver mica,} C407 | MP30037 El Menco | GM-30-622 2 
(10, 8i2 in. Ig x 0. 812 in. wide x 
0.156 in, thick, 0.0062 mfd, + 5% 
500 vdew 
633 |CAPACITOR, fixed, silver mica,| C608 MP30050 . El fence | CM-35-912 2 


0, 812 in. lg x 0.812 in. wide x 
0,344 in. thick, 0.0091 mfd, + 5% 


300 vdew ~ 
634 [Same as C603 C609 
635 |Same as C604 céu 
636 {Same as CS06 célz 
637 — Same as C607 . Gél3 
638 {Same as C608 | ff 614 
639 |CAPACITOR, fixed, hermetic- C616 MP30067 Hopicins | uy-r _ 


ally sealed, 1.125 in. lg x 0.562 -|. ; a 1K4104K 
in, dia, 0.10 mfd, + 10%, 400 ? Bes Sh : 
_|vdew, 4+125C to -55C operating 
temperature 


Approved For Reledse 1999/09/08 : CIA-RDP81B00878IR000200040001-0} 


EQUIPMENT 


NAME 
t 


COMPLETE DESCRIPTION OF ITEMI CIRCUIT 


640 


(NOMENCLATURE) 


OF CONTRACTOR The 
: 2 


CAPACITOR, fixed, he.metically 
seaied, 2,125 in. lz x 0.750 in. 
dia, 1.0 mfd, + 10%, 200 vdew, . 
+125C to -55C operating tempera- 


ture 


64° 


642 


CAPACITOR, fixed, hermetically 
sealed, 0.875 in. lg x 0.400 in. 
dia, 0.022 mfd, + 10%, 400 vdcw, 
+125C to -55C operating temper- 
ature 


CAPACITOR, fixed, miniature 
electrolytic, 1. 063 in. lg x 0.375 


Jin. dia, 50 mfd, 6 vdew 


643 - 


CAPACITOR, fixed, silver mica, 


0,281 in. lg x 0.500 in. wide x 
0.188 in. tnick, 20 mmf, + 5%, 


500 vdew 


644 


646 


CAPACITOR, fixed, miniature 
electrolytic, 1.063 in. lg x 0,375 
in, dia, 10 mfd, 25 vdew 


CAPACITOR, fixed, flat disc 
ceramic, 0.594 in, dia, 0,02 
mfd, 660 vdew 


Same as C618 


_ Approvegq For Relea se 1999/09/08 : CIA-RDP81B00878000200040001-0 


MP10566 OF SYSTEM 1 


ROT W vores set 


SOT; ora ton 


SYMBOL} STOCK NO. 


Cél17 


Ccél8 


C619 


C621 


C622 


| 6623 


C624 


MP33451 


MP30023 


MP30038 


MP30026 


MP30924 


MP30041 


h-ROPSTROUB7SRo0gZONN4 pe reieet 502 


Hopkins 


Hopkins . 


Cornell- 
Dubilier 


El Menco 


Cornell- 


Dubilier 


Erie 


HY-THERM 
1K2105K 


HY-THERM| 


IK4223K 


CD-BBR-50-6 


CM-15-200 


CD-BBR-10-25 


— 81T-.02 


iv 


SHEET U6 oF 
—] TS DATA 


CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR| ITEMS PER RECOMI4ENDED QUAN. 
OF ITEM STOCK NO. {EQUIPMENT PER EQUIPMENT 


SHEETS 


LIST 


9 


| JAN TYPE 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSVEM 1 SHEET U7 of SHEETS 


NAME OF CONTRACTOR che ABRIOVG# 3 PRA aS 021 PARTS DATA LIST. 
| a 2 3 _4 a8 6 _ es Oates 9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR'S, ACTUAL MFG.| MFG. TYPE OR; ITEMS PER | RECOMMENDED QUAN, JAN TYPE 
ines ee SYMBOL STOCK NO. OF ITEM STOCK NO. | EQUIPMENT _PER EQUIPMENT 
047 CAPACITOR, fixed, silver mica, | C626 MP33452 El Menco GM-20-821 1 


0.781 in, lg x 0.438 in. wide x 
0.219 in. thick, 829 mmf, + 5%, 


500 vdcew 
643 Same as C601 C627 
649 CAPACITOR, fixed, silver mica, | C62& MP33453 El Menco CM-20-561 1 


0.78l in. lg x 0,438 in, wide x 
0.219 in. thick, 560 mmf, + 5%, 
500 vdew aa 


CAPACITOR, fixed, silver mica, | C6293 MP33454 El Mence CM-20-151 1 
0.78lin. lg x 0.438 in. wide x 

0.219 in, thick, 150 mmf, + 5%, 

500 vdcw = 


on 
ul 
a 


652 CAPACITOR, fixed, silver mica, | C632 MP33455 El Menco CM-15-500 1 
0,500 in, Ig x 0.281 in. wide x 
0.188 in, thick, 50 mmf, + 5%, 
500 vdew a 


653 Same as C621 C633 
654 Same as C601 ~ C634 


655 {|CAPACITOR, fixed, silver mica, | C636 - MP30060 El Menco CM-15-300 : 
0.500 in. lg x 0.281 in. wide x 
0.188 in, thick, 30 mmf, + 5%, 
500 vdcw po 


656 Same as C604 C637 


i] 
651 Same as C601 C631 , 
Approved For Release 1999/09/08 : Clip -RDP81B00878 RO00200040001-0 -_ 


: EQUIPMENT 


{ITEM NO. COMPLETE DESCRIPTION OF ITEM | CIRCUIT 


657 


658 


659 


060 


661 


662 


663 


664 


(NOMENCLATURE) 


2 


MP 10556 OF SYSTEM 1 


3 


CAPACITOR, fixed, plastic film | C633 


dielectric, 2,25 in, lg x 0 
in, dia, 0.375 in, Ig. 


end, 0.05 mfd, 3000 vdcew 


«75 


8-32 
threaded connecting studs at each 


DIODE, silicon junction, 0.265 
in, lg x 0.125 in, dia, 1.25-in, - 


jie axial lead at each end.. 


DIODE, silicon junction, 0.265 
in. lg x 0.105 in. dia, 1.125 in. 


lg axial lead at each end, 


DIODE, germanium, 0,265 in, 


lg.x 0.105 ia, dia 
Same:as CR 601 


LAMP ASSEMBLY, dial, 


screw~ 


in cap, green convex lens, two 


soldering lugs. 


FUSE, 1.25 in. lg x 0.25 in, 


dia, 3 amp, 125 volt 


Sameas F501 


Approve 


For Release 1999/09/08 : C 


CR501 MP55018 
through ‘except 505, 
CR513 | 519) 
CR514 MP55020 
Ithrough (except 515) 
CR5:8 
CR601 MP55010 
CR602 
DS501 MP59114 
F501 MP57005 
F502 


Cmeyge 


ject 5021 


SHEET 118 OF SHEETS 
PARTS DATA LIST 


Plastic 
Capacitor 


Transitron 


Hughes ; 


Hughes 


Dialight 


Littelfuse 


OF 30-503 


IN 34A 


6003 


IN99 


#81410-11Z2 


Slo-Blo 
#313003 


13 


-RDP81B00878IR000200040001-0 


TEMS PER | RECOMMENDED QUAN. 


7 
EQUIPMENT 
1 


8 een eternn- Seaee 
JAN TYPE 
PER EQUIPMENT _ 


| 670 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 


ba=ROPOAMNOST7TEDONON2I000ANDNN a 


NAME OF CONTRACTOR The R ORBS Wool stage | sponse CONTRACT R-W ee 5021 
| Ese 


SHEET U9 OF 


SHEETS 


nA RTS DATA LIST 


PER EQUIPMENT 


ITEM NO. COMPLETE DESCRIPTIO ‘COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR S| ACTUAL MFG.| MFG. TYPE OR —- PER ar QUAN, 
SYMBOL STOCK NO. OF ITEM STOCK NO. | EQUIPMENT 


665 ACK, power, non-polarized, J501 * MP62027 American #61M10 

ale receptaci: 15 amp. Phenalic 

666. | JACK, ceaxial, 1.031 in, lg with | J601 MP62032 American Series BNC 2 
-688 in. sq, flange, four 3-56 Phenslic 31-003 


ead mounting holes. 


| 
666A ame as J601 J602 


667 ELAY, thermal, time delay, K501 MP68005 Amperite o6NO60T lL 
: 50 in. lg (less pins) x 0. 875 in. 
ia, 9-pin miniature base. 


668 ELAY, electro-magnetic, 4 K502 MP68010 Leach 2124MX 1 
ae pele, sjnsle throw, : li5:vac, 60 . ; 
cps coil. 


669 OIL, choke, solenoid wound easel L501 MP40017 Triad HSM 307 2 
. 875 in, lg x 3.562 in, wide x , 

125 in, thick, four 0. 375 in, 

g» 8-32 thread mounting studs, 


15 henries, 120 ma 
pame as L501 L502 


OIL, r-f choke, solenoid wound | L503 MP40006 Jeffers 20404-.40 4 
15/16 in. lg x 9/32 in. dia, 68 
icrcohenries, aoe ai : \ i 


Approved For Releqse 1999/09/08 : CIA-RDP81B00878R000200040001-0 


| 
_ 


9 


JAN TYPE 


UG-290/U 


EQUIPMENT 
NAME OF CONTRACTOR The RARPEOW 


'. 


COMPLETE DESCRIPTION OF ITEM, CIRCUIT 


672 
673 
674 
675 
676 


677 


678 


579 


680 
681 
682 


683 


Same as R501 


(NOMENCLATURE) 


2 


3 


SYMBOL} STOCK NO. 


e ON_IX@ 
0OLG ° 


MP10566 OF SYSTEM 1 
PROG 


UYIUS : 
ati oO 


SHEET 120 


ae SHEETS 
PARTS DATA LIST 


Same as L503 
Same as L503 
Same as L503 
COIL, choke, 1 millihenry 75 ma 
Same as L601 


COIL, choke, variable, mounted 
on 1,063 in. lg x 0.375 in. dia 
form, 750 to 1400 microhtnry 
range. 


METER, over-all dimensions 
3.£0 in. dia x 2.50 in, lg, 200 
microamp movement. Scale 
modified to read RL. F. WATTS. 


RESISTOR, fixed, composition 
470,000 ohms, + 5%, 2 watt. 


Same as R501 
Same as R501 


Same as R501 


Approv 


L504 
L506 
L507 
L501 
L602 


L603 
M501 


R501 


R502 
R503 


| R504 


For Bel ease 1999/09/08 : CLA-RDP81B0087&R000200040001-¢ 


4 5 6 7 8 es ses ct 
CONTRACTOR’S| ACTUAL MFG. | MFG. TYPE OR| ITEMS PER| RECOMMENDED QUAN. JAN TYPE 
: OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 


MP40023 


MP40026 


MP66501 


MPZ0375 


National 


Miller 


44130 1 


150 ra 


Model TDGR 1 


RC 41GF 474 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 
NAME OF CONTRACTOR The R2 cee 


685 


686 


687. 


688 


689 


690 


691 


692 


693 


694 


eas R501] 
Same as R501 
Same as R501 


RESISTOR, fixed composition, 
510 ohms, + 5%, 2 watt 


RESISTOR, fixed wirewouud, 


{2500 ohms, + 5%, 25. watt 


RESISTOR, fixed, wirewound 
7500 ohms, + 5%, 5& watt. 


RESISTOR, fixed, composition, © 


150,000 ohms, + 5%, 1/2 watt 
Same as R514 
Same as R501 
Same as R501 


RESISTOR, fixej, composition, 
100 ohm, +.5%, 1 watt 


TOW 


HOT aria 


oS 


Melease tooo . A-RUDPO TDUUS 
a & ON =F, 


é whe 


4 | 5 


CONTRACTOR S| ACTUAL MFG. 
SYMBOL; STOCK NO. OF ITEM 


I 2 3 
ITEM NO.| COMPLETE DESCRIFTION OF ITEM| CIRCUIT 
| 6384 2 


R507 
R508 
R509 


R50 


R513 
R514 


R516 


R517 


R519 


| R518 - 


MP2Z0015 Allen- 
bradley — 


-MP20050_—‘| Sprague 


MP20320 Allen- 


| MPp20192 | Allen- 
nw! Bradley ~ 


roje 


6 7 8 | 
MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
STOCK NO. | EQUIPMENT PER EQUIPMENT 


GB 


O Us UYUS UU 


St 5021 


Approve For Reledse 1999/09/08 : CIK-RDP81B00878R000200040001-0} 


SHEET 121 oF SHEETS 


PARTS DATA LIST 
9 


RC 41GF 5 J 


RC 20 GF 154 J 


RC 30GF 101 J 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 SHEET 122 OF SHEETS 


NAME OF CONTRACTOR the RAPR"Solgrides Consoration CONTRACT ROW wroject 5021 PARTS DATA LIST 
I oe 2 3 4 5 . 6 7 8 _ 9. 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR S ACTUAL NFG. | MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
4 ____| SYMBOL] STOCK NO. | OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT | 
695 Same as R5il R521 | . 
- $96 Same as R5ll R522 
697 RESISTOR, fixed, com»poSition, R523 MP20296 Allen- ES G RC 29 GF 104 J 
100,000 ohms, + 5%, 1/2 watt bradiey 
698 Same as R512 R524 | 
699 RESISTOR, variable, wirewound | R526 mMP2Z0007 .| Ohmite AB 1 
1000 ohms, 2 watt GU 1N21 
700 RESISTOR, fixed, composition, R527 MP20230 Allen- E3 ‘J RC 20 GF 330 J 
33 onm, + 5%, 1/2 watt Bradley 
701 Same as R5il R528 
702 Samc as R511 | R529 
703 RESISTOR, fixed, composition, R531 MP20240 Allen- GB 1 RG 30 GF 133 J 
13, 000 okms, + 5%, 1 watt Bradley 
704 RESISTOR, fixed, composition, R532 MP2Z0321 Allen- GB 1 RC 30 GF 5123 
5,100 ohms, + £%, lwatt - Bradky 3 


705 Same as R5U .| R533 


Approve For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 > a 


EQUIPMENT 
“ue OF cote 


(NOMENCLATURE) 


MP10566 OF S7STEM 1 


‘he Ramo oWooldride -e as 


\_.PDP381 BONS 


BRODO2ZO000AZDDD 


CONTRAST R-W ee 5021 


SHEET 123 


OF 


SHEETS 


7: RTS DATA LIST 


{ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN, 
SYMBOL| STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


707 


708 


709 - 


712 


713 


714 


715 


Same as R511 


RESISTOR, fixed, wirewound, 


_|10, 000 ohms, es 5%, 5 watt 


Same as R5ll 


RESISTOR, fixed, composition, 
2 megohms, + 5%, 2 watt 


Same as R5ll 


RESISTOR, fixed, composition, 
1,2 megohms, + 5%, 2 watt 


RESISTOR, variable, wirewound, 
100,000 ohms, 2 watt 
Same as R523 


RESISTOR, fixed, composition, 
6, 800 ohms, + 5%, 2 watt 


RESISTOR, fixed, wirewound, 
35,000 ohms, 50 watt 


Approved For Releasp 1999/09/08 : CIAYRDP81B00878R000200040001-0 


R534 


R536 


R539 


R541 


R542 


R543 


R544 


R546 


MP20049 


MP20016 


MP20017 


MP20057 


MP20020 


MP20018 


Sprague 


Allen- 
Bradley 


Allen- 
Bradley 


Ohmite 


(modified per 


R-W Dwg. 
50403325. 3) 


Allen- 
Dradley 


Sprague 


Koolohm 


“10 KT. 


ES 


HB 


Koolohm 


0419 


9 
JAN TYPE 


RC 41 GF 205 J 


RC 41 GF 125 J 


RC 41 GF 6823 


EQUIPMENT 
NAME OF CONTRACTOR The R&RRSOVPSCIarTE 


| 
6 


71 


717 


718 — 


719 


720 


ol 
722 
723 
724 


725 


(NOMENCLATURE) 


2 


4 
COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR 


RESISTOR, fixed, wirewound, 
4,900: ohms, 5 watt 


RESISTOR, variable, 5,000 
ohms, 2 watt 


RESISTOR, fixed, composition, 
5,000 ohms, + 5%, 2 watt 


RESISTOR, fixed, wirewound, 
6, 000 ohms, 10 watt 


RESISTOR, vzriable, 10,000 
ohms, 2 watt 
Same as R514 
Same as R523 
Sarre as k523 
Same as R542 


Same as R542 


Approved For ReleaBe 1999/09/08 : CIA-RDP81B00878R000200040001-0 


3 


MP10566 OF SYSTEM 1 


ABE, oy OSi05 : 


SYMBOL| STOCK NO 


R547 


R548 


R549 


R551 


R552 


R553 


R554 


R556 


R557 


R558 


MP2U022 


MP20008 


MP20019 


MP20033 


MP20932 


\-RDRS7 BODS8 
CN by 71 


5 
"S| ACTUAL MFG. 
OF ITEM. 


Sprague 


Oamite 
modified per 
R-W Dwg. 
50403 329-1) 


Alten - 
Dradley 


Sprague 


Ohmite 
(rnodified per 
R-W Dwg. 
040 3329 -2) 


8RQ0GZ08G49004-6;021 


6 
STOCK NO. 


Koclchm 
KES5 


Type AB 
CLU 5021 


HB 


Koolohm | 
LOKT 


Type AB 
CLU 1031 


1 


is 


SHEET 124 


OF 


SHEETS 


PARTS OATA LIST 


8 


PER EQUIPMENT 


MFG. TYPE OR! ITEMS PER | RECOMMENDED QUAN. 
EQU'PMENT 


9 
JAN TYPE 


RC 41 GF 502 J 


EQUIPMENT (NOMENCLATURE) MP10566 OF SYSTEM 1 SHEET 125 OF SHEETS 


cia For Release 1999/09/08 : CIA-RDP81B00878R000200040001-G 


NAME OF CONTRACTOR The R dippso Wid i dir RbjeaGin FAQA/ABI6R : CIA HOPES RO FS /8RO0W2 0805 H068 8021 wee PARTS DATA LIST. 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN, JAN TYPE 
SYMBOL STOCK NO. eis OF ITEM STOCK NO. EQUIPMENT PER EQUIPMENT _ bs =a 
| 726  |RESISTOR, fixed. composition, | R559 | MP2C2ig | Allen- | EB 1 : PG 20 GF 432 J 
4,300 ohms, + 5%, 1/2 watt | - Bradley 
' — 
727 |Same as R542 : R561 | | : - 
728 |Same as R542 | R562 | 
729 Same as R513 | . : R563 
730 ~ |Same as R523 R564 | 1 2. ; ~ 
731 |Sams as R523 R566 
732 Same as R501 R567 
733 Same as K501 | R568 
734: |Same as R501 : R569 
735 {Same as R501 R57 
| 736. IRESISTOR, fixed, wirewound, | R572 MP20065 |CGinema | R-LIE -| 3 
200 ohms, + 1%, 1/2 watt | : Fe 
| 737. |Same as R572 | | R573 
738 Same as R572 . | R574 


EQUIPMENT DIOMENCEATURE) MP10566 OF SYSTEM 1 


“ave OF CONTRACTOR 


che ———e SFI OBIS, 


ARPS RUE 
U ag: 


BROGUZROGAOGO 1-0 
OF2C 


3021 vant DATA LIST 


SHEET 126 OF SHEETS 


9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR'S ACTUAL MFG. | MFG. TYPE OR ae PER Seer QUAN. JAN TYPE 
SYMBOL} STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


739 


740 
741 


742, 


743 


744 


745 


746 
747 


748 


749 


750 


RESISTOR, fixed, wirewound, 
600 ohms, + 1%, 1/2 watt 


Same asR576 
Same as R576 


RESISTOR, fixed, wirewound, 
150 ohms, + 1%, 1/2 watt 


RESISTOR, fixed, wirewound, 
3000 ohms, + 1%, 1/2 watt 


RESISTOR, fixed, wirewound, 
50, 000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
560 ohms, + 5%, 1/2 watt 


Same as R601 


RESISTOR, fixed, composition, 
6800 ohms, - 5%, 1/2 watt 


RESISTOR, fixed, composition, 
4300 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
510, 000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
2400 ee + 5%, 1/2 watt 


Approved For Rel@ase 1999/09/08 : GAA-RDP81B00878R000200040001-C 


R576 


R607 


R608 


MP20062 


MP20034 


MP20042 


MP20055 


MP20334 


MP20254 


MP20213 


MP20175 


MP20123 


rycor 


Cinema 
Cinema 
Cinema 


Allen- 
oradley 


Allen- . 
Sradley 


Allen- 
Sradley 


Allen- 
Sradley 


Allen- 
oradley 


Type 507A 


R-NE 


R-lUE 


R-lE 


ES 


2 
a — RC20GF5613 
1 . RC20GF682J 
2 RC20GF432I 
1 . RC20GF514J 
1 : _ - RO20GF242I 


EQUIPMENT. 
“ewe OF commen ror 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR ae PER ane QUAN, 
SYMBOL STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


754 


757 


758 


759 


760 


761 


762 


(NOMENCLATURE) 


RESISTOR, fixed, composition, 
120 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
240, 000 ohms, + 5%, 1/2 watt 


RESIS'TOR, fixed, composition, 
10 megohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
100, 000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
390 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
75,000 ohms, + 5%, 1/2 watt 


Same as R6il 


RESISTOR, fixed, composition, 
27,000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
200, 000 ohms, + 5%, 1/2 watt 


Same as R613 


RESISTOR, fixed, composition, 
300, 000 ohms, - 5%, 1/2 watt 


RESISTOR, fixed, composition, 
1500 ohms, bs 5%, 1/2 watt 


Approved For Relgase 1999/09/08 : 


R650 7 
R611 
R612 


R613 


R621 


R622 


‘R623 


MP10565 OF SYSTEM 1 
‘ihe — IAA SE = ES 


MP20ic1 


MP2Z0168 


MP20130 


MP20296 


MP20112 


* .MP20380 


MP20325 


MP202338 


MP2017Z2 


MP20119 


x 


Allen- 
oradley 


Allen- 
Sradley 


Allen- 
Sradley 


Allen- 
Sradley 


Allen- 
DSradley 


Allen- 
Bradley 


Allen- 
Sradley 


Allen- 
»radley 


Allen- . 
»radley 


. Allen- 


Bradley 


ES 


y. 


wv 


EB 


GIA-RDP81B00878R000200040001-¢ 


SHEET 12? of SHEETS 
PARTS DATA LIST 


3 
JAN TYPE 


RG20SF 1517 

RC20GF 2445 
RC20GF1065 
RC20GF104J 
RC2GF391J 


RC20GF753I 


RC20GF273J 


RC20GF204J 


RC20GF 3045 


RC20GF1525 


EQUIPMENT (NOMENCLATURE) MP10556 OF SYSTEM 1 


naMe OF commen 


che —err oi ARR PRA ROE 


SK ale jev4s WF U W ‘ 


Peet: 5021 


SHEET 125 oF SHEETS 


vars DATA LIST 
9 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR'S] ACTUAL MFG. MFG. TYPE OR| ITEMS PER eect QUAN. JAN TYPE 
SYMBOL| STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


764 


766 


767 


768 


769 


770 


771 


772 


773 


T74 


Same as R613 


RESISTOR, fixed, composition, 
3000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
20,000 ohms, + 5%, 1/2 watt 


RESISTOR, fixed, composition, 
5100 ohms, + 5%, 1/2 watt 


Same as R623 
Same as R606 


RESISTOR, variable, wire- 
wound, 25,000 ohms, 2 watt 


RESISTOR, fixed, composition, 
20,000 ohms, + 5%, 2 watt 


Same as R613 


RESISTOR, fixed, composition, 
6200 a + 5%, 1 watt 


Same as R6ll 


RESISTOR, fixed, composition, 
68 ohms, + 5%, 1/2 -watt 


R627 


R634 


R636 


R637 


R638 


MP20138 


MP20367 


MP2006 


“MP20052 


MP20027 


MP2Z0253 


MP20114 


_-Ohimite 


Type AC 
CLU-2531 


i 
lu 


GB 


ES 
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RC20GF 5027 


RC20GF203I 


RCZOGF 5125 


RC41GF 2033 


RC30GF622 


RC20GF680F 


EQUIPMENT (NOMENCLATURE) MPi0556 OF SYSTEM 1 SHEET 12° oF SHEETS 


NAME OF CONTRACTOR whe eee “CONTRACT OOOH are 502 Pats DATA LIST 
9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR’S| ACTUAL MFG.| MFG. TYPE OR ae PER eee QUAN, JAN TYPE 
SYMBOL; STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 
LAMP, ballast, candelabra base MP59110 General 
6 watt, 125 , volt Electric 
776 | SWITCH, toggle, double pole, $501 MP60009 |J.2.7. ST-52K 1 
single throw, 15 amp, 125 volts Instrument 
777 SWI’Ci Assembly, rotary, S507A=q MP60018 |Centralab Switch Ass. 2 
shorting, 3 pole, _, 3 position, (Modified Per P-170 
60° indexing R-W Dwg. Indexing 


50403355) Assy. 


773 Stine as S502 S503AB 
779 SWITCH Assembly, rotary, SCOLAB MP530017 | Centralab PA-2 l 
Snorting, 2 section, 2 pole, 5 (Modified PeyS.itch Ass'y. 
gosition, 3u° indexing R-W Dwg. | PA-300 
50403354) Indexing Ass'y 
700 TRANSFORMER, »ower T501 MP560i5 Rayco 1950 i 
ToL TRANSFORMER, power, T502 | MP56013 Rayco 1961 1 
782 ELECTRON TUBE V501 MP47323 RCA OA2 5 
753 | Same as V501 V502 
764 ELECTRON TUBE - V503 MP47324 . RCA OB2 4 
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EQUIPMENT 


sone OF Sonnac Tor 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT a S|} ACTUAL MFG. | MFG. TYPE OR ae PER aes QUAN, 
SYMBOL]. STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


~ FOL 
(G9 


Same as V503 


ELECTRON TUBE 


Same as V506— 


ELECTRON TUBE 


ELECTRON TUBE 


Same as V50l 


ELECTRON TUBE 


Same as V501 


Same as V501 


Same as V503 


Same as V503 


ELECTRON TUBE 


ELECTRON TUBE. 


ELECTRON TUBE 


(NOMENCLATURE) 


- Approv 


V504 
V506 


V507 


ase 


V508 


V509 


V5il 


V5l2 


V513 


V514 


V516 


V517 


V5I5 


V519 


V6Ol 


MP10555 OF ie eeeea 1 
tae Approve ne 


ze Cor oration 


MP47330 


MP47341 


MP47338 


MP47334 


Mp45NnA 


MP45005 


MP 45022 


RCA 


RCA 


RCA 


RCA 


ee 


—g3wrty 


Sperry (Mod- 
ified Per R- 
Dwg. 50403311 


RCA 


A-W Frosest 5021 


5R4GY 


RATTAN 
baw 7 


2K41 


5654 
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SHEET :30 oF 
PARTS DATA 


SHEETS 


LIST 
9 
JAN TYPE 


EQUIPMENT 


| 2 3 4 5 6 7 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR S| ACTUAL MFG. MFG. TYPE OR|ITEMS PER 
| SYMBOL] STOCK NO. OF ITEM STOCK NO. | EQUIPMENT 


799 


(NOMENCLATURE) 


Same as Viul 

ELECTRON TUBE 
RVECTRON TUBE 
ELECTRON TUBE 

SOCKET, electron tube, 9-pin 
Same as XV501 

Same as XV501 

Same as XV501 


SOCKET, electron tube, 4-pin 


Same as XV506 


SOCKET, electron tube 


“SOCKET, electron tube, 8-pin 


Same as XV501 


Same as XV509 
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V602 


MP:05:5 OF SYSTEM 1 
NAME OF CONTRACTOR _':1¢ Rpprovedi For Releasect999U091085-ClA-RBRPF ROE TEROOOZROMFOM IO, 


MP45015 


MP45032 


MP45024 


MP47332 


MP47335 


MP47342 


MP47345 


RCA 


RCA 


RCA 


Elco 


American 


Ceramic 


E.F. Johnson 


Elco 


2D21 
5670 


TS102C01 


148-01 


122-101 


TS101C02 


zt 5021 


SHEET 131 oF 


SHEETS 


PARTS DATA LIST 


8 
RECOMMENDED QUAN, 
PER EQUIPMcNT 


9 
JAN TYPE 


ITEM NO. COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR’S| ACTUAL MFG. | MFG. TYPE OR ae PER ae QUAN, JAN TYPE 
SYMBOL| STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER SSUEMENT 


ol 


o14 


S23A 


623.5 


EQUIPMENT notes 
NAME OF CONTRACTOR 


Same as XV501 
Same as XV501 
Same2 as XV50i 
Same as XV501 
Same as XV505 
Same as XV501 
SOCKE'T, electron tube, 7-pin 


Samez as XV60l1 


SOCKE'r, electron tude, Y-pin 


Same as XV601 
Same as XVi03 


METER, fresiency, micremeter 
dial, two type UG-23/U connec- 
tors, 2,4 - 4.0 ime frequency 
ranze 


METER, frequency, direct read 
ing, type UG-39/U flange, type 
RG-52/U waveguide, 3.20 to 
12.40 kmc frequency range 
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XV513 


M503 


M504 


MP47347 


“MP47332 


MP66504 


MP66508 


Elco 


Elco 


Microwave 
Associates 


F-R Machine 


75102C01 


1TS103C01 


MA-547 


X410A 


SHEET 132 OF SHEETS 


- 


ARTS DATA LIST 


9 


EQUIPMENT (NOMENCLATURE) MP10565 OF SYSTEM 1 SHEET 133 oF SHEETS 


NAME OF. CONTRACTOR ‘ne NTR BROORZGVOMI TN, 92] PARTS DATA LIST 
9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR ae PER ess QUAN. JAN TYPE 
SYMBOL! STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 
OSCILLOSCOPE, Cathode-Ray. MP6&320 | Tektronix Model 310 1 Rec. Per 
Rectangular case, Over-all . Complete 
dimensions 17 in. lg x 6.75 in. , Ass'y. 


wide x 10 in. high, “Has a 3,00 
in. dia screen and controls mou- 
mounted on front panel. Power 
requirements 105-125 volts, 

“lue perforated case. 
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| EQUIPMENT (NOMENCLATURE) RE-RECORD EQUIPMENT SHEET 134 oF SHEETS 


NAME OF CONTRACTOR the —_—_o_eee 5021 Paks DATA LIST 


9 
oa NO.} COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR’S| ACTUAL MFG. | MFG. TYPE OR on PER ee QUAN, JAN TYPE 
SYMBOL} STOCK NO. OF ITEM STOCK NO. EQUIPMENT PER EQUIPMENT 
“25 |GROUND-:ASED RE-RECORD Ampex (Mod 
EQUIPMET YT. A group of units ified by Rama- 
and interconnectinz cables assem Wooldridge) 


bled as shown in figure 1-4 and 
figure 1-24 of System 1 instruc- 
tion guide (MP10010). The com- 
plete eguipment includes the fol- 
lowing replaceavle parts and 


assemblies: 

326 MP10clil, COMPLETE ASSEM™= LY MP1081 Ampex (Mod 1 
OF RECORD-AI7D-PLAY~ ACK ified by Ramo 
AMPLIFIERS Al?D MOUNTING Wooldridge) 


RACK, Over-all dimensions 
25.75 in. high x 23.5 in. wide x 
13 in. deep. Model 350-3P appears 
on nameplate of case. Includes 
the following replaceable parts 
and assemblies: 


527 AMPLIFIER, Master Record MP10306 Ampex 5701R3-1 1 
and-Playback ; (Modified) (Modified Per 
jfigure 1-26 
and 5-18 of 
System 1 In- 
‘|jstruction Guidd, 
MP10010) 


co 
N 
co 


AMPLIFIER, Slave Record- MP10116 Ampex 5701R3-3 z 
and-Playback. (Modified) (Modified Per 
\figure 1-26 
and 5-18 of 
System 1 In- 
struction Guide 
MP10010)  —_ 
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EQUIPMENT (NOMENCLATURE) 
NAME OF CONTRACTOR 


RE-RECORD EQUIPMENT 
ao PApPrOver eg Release 1999/09/08, CIARA F REF SROQOZHO0AD0NT-0 


» 


Sué1 


SHEET 133 oF SHEETS 


PARTS DATA LIST 


I 2 3 4 5 6 7 8 9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT} CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR|ITEMS PER | RECOMMENDED QUAN, JAN TYPE 
SYMBOL] STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


29 


330 


231 


333 


334 


In addition to the amplifier parts 
listed in the Ampex Operation- 
and-Maintenance Manual, the fol- 
lowing replaceasle modification 
parts are used in the amplifiers: 


CAPACITOR, fixed, paper 


dielectric, 155 in. lg x 0. 625 


in, dia, 2 mfd, 200 vdew, 
70° G operating temperature 


CAPACITOR, fixed, paper 
dielectric, 0.625 in, lz x 
0.3lin. dia, 0.05 mfd, 200 
vdcw 


RESISTOR, fixed, composi- 
tion, 470,000 ohms, + 5%, 
1/2 watt > 


RESISTOR, fixed, composi- 
tion, 1.5 megohms, + 5%, 
1/2 watt - <4 


RESISTOR, fixed, composi- 
tion, 130,000 ohms, + 5%, 
1/2 watt 


SWITCH, Sat-handle to 
Over-all dimensions 1.6 

in. lg x1.5 in. wide x 0.5 in, 
thick. A SPDT switch. 


le. 
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C1302 


C1303 


R1301 


R1302 


R1i303 


$1301 


MP300569 


MP30034 


MP20375 | 


MP20275 


MP20315 


MP60002 


Aerovox 


Aerovox 


Allen- 
>Sradley 


Allen- 
sradley 


Allen- 
Sradley 


H & H Spe- 
cialists 


1136 


RG2OGFA47 


fs 


RCOcOGFI1s-02 


RCL0GF13«, 


EQUIPMENT (NOMENCLATURE) RE-RECORD EQUIPMENT SHEET 136 oF ee 
“ane OF contnacrer The PARROYRGEL ee BRACAZH AS40606. 


—_— sedi ts ORYUU LOUIS OUT 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR'S] ACTUAL MFG. | MFG. TYPE OR are PER ean: QUAN, JAN TYPE 
SYMBOL; STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


" ee 5021 vars DATA LIST 
Same as S1301 $1302 


836 SWITCH, Rotary. Four pole $1303 MP60005 ~~} Centralab P123 3 
two position switch, 


837 |MP10920, HIGH-SPEED TAPE- MP10920 Ampex — 5700 1 
TRANSPORT MECHANISM (RE- 
~ |{CORD). Over-all dimensions 
j17.4 in. high x 23.25 in. wide x 
20.5 in. deep. Model 350-3R 
appears on nameplate of case, 


838 |MP10639, LOW-SPEED TAPE- MP10639 Ampex 5700 1 
TRANSPORT MECHANISM (PLAY- (Modified) (Modified Per 
BACK), Over-all dimensions - figures 1-25 
17,4 in, high x 23.25 in. wide x . iar and 5-15 of 
20.5 in. deep. Model 350-3R System 1 In- 
appears on nameplate of case, struction Gude, 

MP10010) 


In addition to the tape-transport 
parts listed in the Ampex Opera- 
tion-and Maintenance Manual, the 
following replaceable modifica- 
tion parts are used in the low- 
speed tape-transport mechanism. 


839 BRACKET, Capstan-Motor |. MP10147 Ramo- R-W Dwg. ‘jl Req. Per}. 
Mounting. Made from alum- . Wooldridge | 50499020 | Ass'ty. 
inum., Square shape. Over- ; ‘ 
all dimensions 2.50 in, lg x 
2.50 in. wide x 0,250 in. 
high. One hole in center 
0.937 i in. dia, four holes | 
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EQUIPMENT (NOMENCLATURE) RE-RECORD EQUIPMENT 


NAME OF ee The ——— 


£o 


Af A oi sisluts SRQVUR PUA YOU P5021 


SHEET 137 of SHEETS 


7A RTS DATA LIST 
9 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR'S| ACTUAL MFG. | MFG. TYPE OR ae PER = ioinensce QUAN, JAN TYPE 
SYMBOL} STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


S41 


842 


843 


844 


SRACKET, Capstan-Motor 
Mounting. (Cont'd.) 

0.218 in. dia countersunk 
spaced equally 2.00 in. from 
the center at 90°. Four hole 
0.147 in. dia tapped 10-24 
spaced equally 2.625 in. from 
the center at 45°, Blackened 


MOTOR, Capstan. 


CAPACITOR, Capstan Motor 
Starting, 


MP10404, COMPLETE ASSEM3L 
OF POWER SUPPLIES (3) AND 
MOUNTING CASE, Over-all 
dimensions 9.5 in, high x 14.5 
in. wide x 11.75 in. deep. 


INTERCONNECTING CASLES, 
The cables are interconnected as 
shown in figure 1-24 of the System 
linstruction Guide (MP10010). 

The interconnecting cables are 
tabulated below: 


POWER-SUPPLY EXTEN- 
SION CABLE, 


CABLE. 


BIAS-INTERCONNEC TING ve d For Release YS8S89i08 : clA-RBP89860879R000260046001 -d 2 


B1301 


C1301 


MP10147 Ramo- 
Wooldridge 


MP10640 TECDEV 
(Modified Pe 
R-W Speci- 
fications) 


MP30066 | TECDEV 


MP10404 Ampex 


MP63007 Ampex 


R-W Dwg. 1 Rea. Per 
50499020 Ass'y. 
S630-5C 1 

Part of S630- 1 
5C Motor 
3741-1 1 
3814 3. 


EQUIPMENT 
neve OF <r 


(NOMENCLATURE) 


bal = 
The Ratho- Woofrdrta 


on 


3 a a OS0S— 


RE-RECORD EQUIPMENT 


BAODrOVGEd OF Mele 


6 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM | CIRCUIT | CONTRACTOR S ACTUAL MFG. | MFG. TYPE OR 
SYMBOL STOCK NO. OF ITEM STOCK NO. 


846 


847 


848 


POWER-INTERCONNECTING 
CADSLE, 


MODIFIED POWER-INTER- 
CONNECTING CADLE., 
Ampex 5759-1 cable modified 
to include W1301 extension 


cable, 


W1301. A two-wire extension} W1301 
cable. One end has Cinch- 

Jones S-304-FHT-K connec- 

tor. Other end of cable con- 

nected to J407P of Ampex 


5759-1 cable. Wires join 


_pins 1 and pins 2, 


PRIMARY -POWER CABLE 
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MP63010 


MP63011 


MP63026 


MP63012 


SHEET 138 oF 


CONTRA sweProject 5021 PARTS DATA 
fo 8 
ITEMS PER | RECOMMENDED QUAN. 
EQUIPMENT PER EQUIPMENT 
Ampex 5759-1 
Ampex 5759-1 1 
(Modified) | (Modified Per 
figure 5-17 of 
System 1 In- 
struction Guida, 
MP10010) 
Ramo- None 1 
Wooldridge 
Ampex None 1 


CJA-RDP81B00878R000200040001-0 


SHEETS 
LIST _ 
9 

JAN TYPE 


EQUIPMENT (NOMENCLATURE) AUXILIAR7 EAUIPMEKT SHEET 135 OF SHEETS 


NAME OF CONTRACTOR ne RPRIOYS Cat II BONS 2 EONTHAGT enero PARTS DATA LIST 
9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR "Ss ACTUAL MFG. | MFG. TYPE OR ae PER |RECOMMENDED QUAN. JAN TYPE 
SYMBOL] STOCK NO. OF ITEM STOCK NO. EQUIPMENT PER EQUIPMENT 
CALE, Unit ': Extension, Wsll MP5 3017 Ramo- R-W Dwg. 


Wooldridge 50401567 


850 CA>LE, Test torn Feed. A 5- W510 MP63014 | Ramo- None 
ft. piece of RG-9/U coaxial cable | Wooldridge 
terminated at each end witha 
series N UG-21C/U plug. 


651 CA:LE, Test-Set Primary- w507 | MP63015 | Tektronix COP-16-8 
Power. SAS a (ae 
852 CA23LE, Unit Cl, Monitoring. W513 MP63025 | Ramo- R-W Dwg. 


Wooldridge | 50404081 


853 CASLE, Unit 5 Printed-Circuit- MP62997 | Ramo- R-W Dwg. 
Soard Test. Ae Wooldridge 50401515 
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EQUIPMENT (NOMENCLATURE) opiates EQUIPMENT SHEET 140 OF SHEETS 


Nave OF ue The REo-Woo. = a CONTRACT ge Saati 5021 PARTS DATA LIST 
9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT | CONTRACTOR S| ACTUAL MFG. ‘MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN, JAN TYPE 
SYMBOL STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


354 CA>LE, Unit = Monitoring. MP63021 |Ramo- R-W Dws. 
Wooldridge 504015 89 


855 DE-MAGNETIZER, Head. MP10143 Ampex 704 
856 HEADPHONES (2000-ohm imped MP10505 Trimm Featherweight 
ance). Headset 104 
857 TOOL KIT, Electronic Techni- MP10190 
cian, 
858 TOOL KIT, Laboratory. — MP10192 
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EQUIPMENT (NOMENCLATURE) AUXILIARY EQUIPMENT 


NAME OF CONTRACTOR 2 Approved Gor Release 1999/N9/08,:. CIARA ST ROOF OREN Boece 20 


I 2 3 
COMPLETE DESCRIPTION OF ITEM| cIRC 
: SYM 


C59 


860 


861. 


862 


863 


DOLLY, Table Top. 


TAPE, Measuring. 6 ft. steel. 


JIG, Test (for Unit 5 Printed-. 
Circuit Doard), 


METER, Tension (0 - 3 oz.)}. 


METER, Tension (4 - 32 oz.). 


Approved For Rel 


MPI10415 


MP10507 


MP10225 


‘MP10207 


MP10165 


gase 1999/09/08 : 


Magnesium M-126 
Co. of Am. 


Ramo- 
Wooldridge 


CARPO 0 - 3 oz, 
(Dist. by 

George 

Scherr) 


CARPO 4 ~ 32 oz. 
(Dist. by 

George 

Scherr) 


-GIA-RDP81B00878R000200040001-D 


4 5 6 7 8 
UIT | CONTRACTOR S| ACTUAL MFG. MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
BOL| STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


SHEET 141 oF SHEETS 


PARTS DATA LIST 
9 


EQUIPMENT 
ae OF comma TOR 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT CONTRACTOR’ S| ACTUAL MFG. MFG. TYPE OR ae PER Scans QUAN. 
SYMBOL; STOCK NO. OF ITEM STOCK NO. |EQUIPMENT oe EQUIPMENT 


o64 


865 


866 


867 


| MP10218, 


(NOMENCLATURE) 


OSCILLAWOR, Audio. 5 cps - 
600 ke, Output 20 Volts (rio load 
Internal impedance: 600 ohms 


OSCILLOSCOPE. Driven sweep 
to 0.1 microsecond per cm, 
(Requires plug-in preamplifier). 


PREAMPLIFIER, Plug-In, 
High gain. Sensitivity: 5mv./ | 
cm. Frequency response to 9 
mc. Used with Oscilloscope 
MP10218, 


PREAMPLIFIER, Plug-In. 

Dual trace, Sensitivity: 0.05 v. 
/cm, Frequency response to 
8.5 me. Used with Oscilloscope 


Approvad For Rele 


The RRPLQVSA a tr"s 


AUXILIARY EQUIPMENT 


1999/09/08 —e 
OT Oration 


MP10206 


MP10218 


MP10148 


~“MP10230 


‘ 


coMina 


in i_ewlett- 
Packard 


Tektronix 


Tektronix 


‘ 


Tektronix 


odmyYavata n004000 a 
o 


FUVUZLUVUS 


R-W Project : 


z00CD 


531 


533 


53G 


ase 1999/09/08 : CIA-RDP81B00878R000200040001-0 


2021 


SHEET 142 oF SHEETS 


TARTS DATA LIST 
9 
JAN TYPE 


i mec. Range: 0-300 volts ac and 
| dc. Input resistance and capaci 
tance: 10 megohms, 1.5 micro- 
microfarads, 


( EQUIPMENT — (NOMENCLATURE) AUXILIARY BovipMEN y Sai sre Ra da act SHEET 143 OF SHEETS 
NAME OF CONTRACTOR “Whe Ramo-Wooldridze Corporation CONTRAC R-W Project 5621 PARTS DATA LIST 
; 2 3 4. 5 6 7 8 9 
‘ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR’S| ACTUAL MFG. | MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN. JAN TYPE 
' SYMBOL} STOCK NO. OF ITEM STOCK NO. |EQUIPMENT| PER EQUIPMENT 
' 868 | PROSE, Oscilloscope. Attenu- MP10187 | Yektronix — P510A 
| ator. 
| 
7 | | 
2 + a3 
| ! 64 | VOLTMEYER, Vacuum- Tube. . MPi02i3 | Hewlett- 416B 
| Frequency response: 20 cps-700 Packard 
| y 


70 | VOLTMEZER, Vacuum Tube; MP10702Z TRIPLET?T 631 
' Measures a-c volts, d-c voits, 
resistance, aud dower level 
(db). 


METER, Flutter. 0 - 0.5% and MP10194 D&R ; FL-36 
0 --2% ranges, . 


Radio 
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| 
| 
| 
2 871 


872 TACHOMETER, Stroboscopic. MP10188 | General 631-SL 


EQUIPMENT (NOMENCLATURE): AUXILIARY EQUIPMENT — SHEET 144) oF SHEETS 


SPs ROOe 2RHHH-39-689048604 


uve OF LTS The Ro ner Woold idge ae “CON RACT Re ane 5021 PARTS DATA LIST 
9 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM] CIRCUIT] CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR ae PER ane QUAN, JAN TYPE 
SYMBOL; STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 
METER, Frequency. Portable. MP10208 [3.35.1 34 - FP-9M | 
TF 56 - 64 cps range. Instrument 
| | 
874 | HORN, Unit Al Test. MP10405 | De Mornay DSL-S-127 
Bonardi 
P| 
| | 
| | 
| 
| i 
875 | HORN, Unit A2 Test. MP10313 Waveguide {to R-W Spec- 
a ification} 
876 TRIPOD, Test Horn {Modified}. MP10506 Davidson and 
Includes Star-D-Cenquest. Tri- Linhof 


pod manufactured by Davidson, 
and Panoramic Head manufac- 
tured by Linhof. 
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HiTE 


e7g 


£80 


M Nol COMPLETE DESCRIPTION OF ITEM 


at 


EQUIPMENT (NOMENCLATURE) AUXILIARY EQUIPMENT 
NAME OF CONTRACTOR = 


A0OUls, Unit Al Test-ilorn. MP10654 |/Ramo- R-W Dwg. 
Wooldridse 50403352 


iw 
: 
| 


, MOUNT, Unit A2 Pest-Horn. MP10656 |Ramo- R-W Dwe. 
Wooldridge 50403353 


| KNO%, Tape editing, Used with MPI10191 
| 10-1/2 in. NARTE ‘ape reel. 


REEL, Magnetic Tape. 10-1/2 MPi0177 
in, NARTO. 


H 
; 
me Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040001-0 


nants DATA 


CIRCUIT | CONTRACTOR S| ACTUAL MFG. | MFG. TYPE OR| ITEMS PER Seauncacts QUAN, 
SYMBOL} STOCK NO. OF ITEM STOCK NO. | EQUIPMENT PER EQUIPMENT 


EQUIPMENT (NOMENCLATURE) 


AUXILIARY EQUIPME? 
NaME CF CONTRACTOR 


“She —E—r— L085 


eet | 


AY 


SHEET 146 oF SHEETS 
CONTRACT RUGU ZUVUZ yee Apu Tie 


TARTS DATA LIST 
ITEM NO.| COMPLETE DESCRIPTION OF ITEM CIRCUIT | CONTRACTOR S| ACTUAL MFG. 
SYMBOL] “STOCK NO: OF ITEM 


TAPE, Magnetic. 0,.250-in, 


9 
MFG. TYPE OR rr PER a QUAN, JAN TYPE 
—< NO. |EQUIPMENT PER EQUIPMENT 
MP10145 Acdiotase 50144 
wide, 6500-ft. Reels, .0005 
Mylar. : : 


882 TAPE, Magnetic, 0.250-in. MP10146 Minnesota 1S0A-36R-100G 
wide, NARTS 3600-ft. Reels, Mining 
Mylar. 
883 TAPE, Splicing. MP10164 Minnesota 41 
Mining 
884. | SPLICER, Tape. MP10173 | Robins Gibson Girl 


Industries 
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EQUIPMENT ~ (NOMENCLATURE) AUXILIARY EQUIPMENT 


NAME OF CONTRACTOR The Bn soven Soe spa Opn nes AEHET RIESE TERIONe REAROE IEE 


SHEET 147 OF 
a= DATA 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM| CIRCUIT | CONTRACTOR S ACTUAL MFG. | MFG. TYPE OR| ITEMS PER | RECOMMENDED QUAN, 
SYMBOL} STOCK NO. OF ITEM STOCK NO. {EQUIPMENT PER EQUIPMENT 


G> 
Go 
J} 


888 


— 889 


SAPE, Macnetic Test. 


CEMENT. 7-1/2 oz. Tube. 


CHEESECLOTH, (10 yd. Roll). 


DESICCANT. (1 1b.) 


OIL, Instrument. (4-02. Bottle}. 


.. Approvep For Release 1999/09/08 : Cc A-RDP81B00878R000200040001-0 . 


MP10144 


MP10220 


MP10219._ 


MP10212. 


MP10156 © 


Ampex 


Presstite 
Engineering 


Socony 


Vacuum 


6006-Al 


Zorlock 


Sovabead 


SHEETS 


LIST 
9 
JAN TYPE 


SHEET 143 OF SHEETS 


EQUIPMENT (NOMENCLATURE) AUXILIARY EQUIPMENT 
ee — CONTRACT ee 3021 Pants DATA LIST 
9 


meee OF contrac 


ITEM NO.| COMPLETE DESCRIPTION OF ITEM ‘CIRCUIT | CONTRACTOR’S| ACTUAL MFG. | MFG. TYPE OR|ITEMS PER| RECOMMENDED QUAN. 
SYMBOL! STOCK NO. OF ITEM STOCK NO. |EQUIPMENT PER EQUIPMENT 


MP10zz2c 


JAN TYPE 


ALCOEOL, Grain. (1 Gal.) 


891 TAPE, Electrical. (1/2 in. MP10229 Minnesota 33 
wide. } Mining 
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PARTS-DATA LIST 
SECTION II 
NAMES AND ADDRESSES OF MANUFACTURERS 
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